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Holder on and bucker up « 1? 

Horseshoer, expert - 8 
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Janitor, station 103 

Jig and fixture man 43 

Jomer 58 

Joiner, ship 58, 119 

Jones & Lamson turret lathe hand - 37 

Journal bearing machine hand 34 
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Laborer, blacksmith shop 9 

Laborer, building trades 74 

Laborer, general power house 73 

Laborer, outside, railway upkeep 103 

Lamplighter. {See Signal lamp man.) 

Lamp room attendant 103 

Lather, metal 49 

Lather, wood 49 

Layout man 41 

Lead burner 119 

Lever man 103 

Libby turret lathe hand 37 
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Lineman, foreman .1 103 

liiaeman, telegraph, telephone and signal work 103 

Lmer man 120 

Linesman. (See Loftsman, linesman, developer.) 
Locomotive dispatcher. (See Engine dispatcher.) 
Locomotive engineman. (See Engineman, steam locomotive.) 
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Lumber inspector. (See Inspector, lumber.) 
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Machine assembler 29 

Machine designer 22 

Machine erector 29 

Machine fitter 29| 

Machine hand, special 33 
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Machine operator, metal-working machinery i 37 

Machine operator, woodworking machinery , 58 
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Machine setter , 38 

Machine tool dresser ^ 9 
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Mail carrier 104 
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Map maker '. 64 

Marble setter . 49 

Marine engine and auxiliary draftsman 66,120 

Masonry inspector. {See Inspector, masonry.) 

Mason, stone 50 

Matron, station 104 

Matron, train i 104 

Mechanical draftsman 23 
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Metal plater's helper 44 

Metal polisher and buffer 45 

Metal spinner 85 

Milling machine hand, plane miller 34 

Milling machine hand, universal miller 34 

Millwright, foreman : 46 

Millwright, machine tool 46 

Mine <)rafteman 65 

Molder, iron and brass (bench and small floor casting) 26 

Molder, large floor castings 26 

Molder, steel : 26 

Monitor turret lathe hand 37 
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Naval architect. (/See Architect, marine.) 

New Britain automatic screw machine hand 36 

New Britain automatic screw machine operator 37 



XII INDEX 

Pajfe 

New Britain automatic screw machine setter 39 

New Britain screw machine hand, hand machine 35 

New Britain screw machine operator, hand machine 38 

New Britain screw machine setter, hand machine 39 

Niter bluer 45 
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Offsetting machine hand 19 

Oiler, power house 73 

Ornamental iron worker 52 

Oxy acetylene burner, bench or ground work : 13 

Oxyacetylene burner, scaffold work 13 
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Packer 120 

Painter, automobile or carriage 75 

Painter, general 75 

Painter's crew foreman 104 

Painter, sign 75 

Painter, sign letterer 76 

Painter, structural steel and bridge work 76 

Paint mixer 76 

Paper hanger 76 

Paper hanger's helper 77 

Parcel room attendant 104 

Parquetry floor layer 59 

Pattern maker, metal .—^ - 26 

Pattern maker's helper or apprentice, metal 27 
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Pile driver, operator 61 

Pipe coverer 78 

Pipe fitter, ammonia 78 

Pipe fitter, foreman 79 

Pipe fitter, journeyman 79 

Pipe fitter, locomotive 79,105 

Pipe fitter, outside 79 

Pipe fitter's helper 80 

Pipe fitter, sprinkler systems 80 

Pipe layer, trench, foreman 80 

Pipe layer, trench, journeyman 81 

Planer and scarfer, or planer hand in boiler shop . 19 

Planer hand on planers over 36-inch cross head 35 

Planer hand on planers up to 36-inch cross head 35 

Plasterer, journeyman 50 

Plasterer's helper or apprentice 50 

Plate hanger 121 

Plate shed or ship shed foreman 121 

Plumber, foreman *. 81 

Plumber, journeyman 81 

Plumber, marine 82,121 

Plumber's helper — 82 
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Pole setter, foreman (electric light and signal lines) 105 

Police captain, railway service 105 

Policeman 105 

Porter, Pullman 106 

Porter, station 106 

Potter & Johnston turret lathe hand 37 

Pumper - 106 

Pump man, small pumps, watering stations 106 

Pump repair man 106 

Puncher, or punch press hand 20,86 

Punch press hand on punchings and stampings similar to those 
made in the manuiacture of typewriters, adding machines, 

and comptometers » 35 

Punch press hand on work similar to that made up for gen- 
eral automobile parts, crank cases, and all general heavy 

punching and drawing work_.._. 35 

Punch press operator on work similar to that made up for 
general automobile parts, crank cases, and all general neavy 

punching and drawing work . 38 

Punch press operator, punchings and stampings similar to 
those made in the manufacture of typewriters, adding ma- 
chines, and comptometers 38 
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Railroad shop draftsman 65,106 

Reinforced co;icrete draftsman 65 

Repair man, general machine repair ', 41 

Repair man, machine tool repair 41 

Repair man, powerhouse 74 

Resident engmeer. (See Engineer, road construction; Engi- 
neer, terminal construction.) 

Rigger, bridge and structural 62 

Rigger, heavy machinery 62 

Rigger, diip 121 

Riveter, hand - 20,52 

Riveter, pneumatic - 20,53 

Rivet heater 20, 53 

Road department accountant. (See Accountant, road depart- 
ment.) 

Road foreman 107 

Road foreman, assistant . 107 

Roadmaster. (See Division engineer.) 

Rodman (surveyor's assistant) 89 

Roofer, composition 84 

Roofer, slate and tile 84 
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Sailmaker 121 

Sander. (See Helper, railway shop.) 

Sawyer, metal shop 20 

Scale agent 107 

Scale inspector. (See Inspector, scale.) 
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Screw machine hand, hand and automatic machines 35 

Section foreman 107 

Shaper hand 36 

Shear hand (boiler shop, blacksmith shop, or plajte shed 

group) 9, 21 

Sheet metal layout man and pattern developer 8t> 

Sheet metal worker, building trades 86 

Sheet metal worker, metal from 16 to 10 gauge 86 

Ship and boat draftsman (hull draftsman) 66,122 

Ship fitter 122 

Shop router - 46 

Signal fitter 108 

Signal foreman 108 

Signal helper 108 

Signal inspector 108 

Signal lamp man - : 108 

Signal maintainer 108 

Signal maintainer, assistant 109 

Signal repair man — 109 

Signal supervisor 109 

Signal wireman ; 109 

Slotter hand — 34 

Solderer and brazer, gas and acetylene torch 13 

Spring maker 9 

Stair builder 59 

Station agent 109 

Station attendant , „ 109 

Station master 110 

Station master, assistant. (See Station master.) 

Steam fitter, foreman 82 

Steam fitter, journeyman 83 

Steam fitter, marine , 88, 122 

Steam fitter's helper 83 

Steam-shovel man (boom or scoop shovel) 62 

Steam-shovel man (clamshell or drop-bottom type of bucket)- 63 

Steeple jack — — , — . 77 

Steinle turret lathe hand 37 

Stock chaser 47 

Stonecutter - 50 

Stone setter 50 

Storekeeper, road department division 110 

Structural draftsman 66 

Supervising agent .. 110 

Supervisor, bridges and buildings 110 

Supervisor, track. (On some roads this position is called 

roadmaster) 111 

Supervisor, water stations 111 

Surface grinder hand 32 

Surveyor, general 89 

Surveyor, highway ^ 89 

Surveyor, mme 90 

Surveyor, railroad—- 90 

Surveyor, topographical -— 90 

Surveyor, topographical photographic 91 
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Surveyor, topographical triangulator 91 

Switchman, {See Brakeman, yard.) 

Switch tender, yard ^ -^ 111 

T 

Tank tester 123 

Telegrapher 111 

Telephone and telegraph maintainer. {See Telephone and 
telegraph repairman.) 

Telephone and telegraph repair man 112 

Template maker - - 123 

Thermite welder - 14 

Thermostat man 83 

Ticket clerk ... 112 

Ticket collector. {See Train ticket collector.) 

Ticket examiner ^ 112 

Tile layer 61 

Tinsmith _— . 87 

Tool and cutter grinder hand 32 

Tool designer ^ 23 

Tool dresser (quarry, mine, or well-drilling crew)-. 10 

Topographical field assistant 91 

Towerman. {See Leverman.) 

Tracer 23 

Track foreman, apprentice.. 112 

Track supervisor. {See Supervisor, track.) 

' Track watchman 113 

Train caller 113 

Train director . 113 

Train dispatcher 113 

Train gateman. {See Ticket examiner.) 

Trainman. {See Brakeman and flagman, passenger. train.) 

Train ticket collector 113 

Transfer agent. {See Agent, transfer station.) 

Turret-lathe hand 36 

V 

Varnisher and wood finisher 77 

W 

Waiter 113 

Warehouseman 114 

Warner & Swasey automatic screw machine hand 36 

Warner & Swasey automatic screw machine operator 37 

Warner & Swasey automatic screw machine setter. 39 

Warner & Swasey screw machine hand, hand machine. 36 

Warner & Swasey screw machine operator, hand machine 38 

Warner & Swasey screw machine setter, hand machine 39 

Watchman . 114 

Watchman, engine house. {See Helper, railway shop. ) 
Watchman, track. {See Track watchman.) 
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Well driller (domestic water supply) 63 

Well driller (oil, gas, and artesian) 68 

Wood finisher. {See Varnisher and wood finisher.) 

Woodworker, machine, general 59 
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Yard brakeman. (See Brakeman, yard.) 
Yard foreman. (See Conductor, yard.) 

Yardmaster 114 

Yardmaster*s assistant 1 14 
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DESCRIPTIONS OF OCCUPATIONS: METAL WORKING, BUILD- 
ING AND GENERAL CONSTRUCTION, RAILROAD TRANS- 
PORTATION, AND SHIPBUILDING 

PREPARED FOR THE U. S. EMPLOYMENT SERVICE BY THE U. .8. BUREAU OF 

LABOR STATISTICS 

INTRODUCTORY STATEMENT 

These descriptions of occupations are based on investigations, in- 
cluding private interviews and correspondence, extending over prac- 
tically the entire United States. 

The one outstanding fact coming from this investigation is that 
theris are no standard or generally accepted occupational names or 
definitions. It has, therefore, been necessary for the Bureau of 
Labor Statistics to define certain occupational terms and classifica- 
tions and to assume the acceptance of these definitions by those using 
the occupational descriptions herein contained. The bureau is fully 
aware of the fact that some important occupations have probably 
been omitted and that in some cases subdivisions may have been 
carried too far. These faults can be corrected only by suggestions 
and criticism arising from use of the descriptions in filling jobs. 
The users of these descriptions are urged to send to the Bureau 
of Labor Statistics all suggestions and criticisms as they arise so 
that eventually there will be developed a national standard of. occu- 
pational descriptions. 
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The Bureau of Labor Statistics wishes to thank all those who have 
contributed to the compilation of the occupational descriptions herein 
contained. So many individuals and representatives of boards, so- 
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Army," written and compiled by John J. Swan, M. E., for the Com- 
mittee on Classification of Personnel in the Army. For this privi- 
lege the Bureau of Labor Statistics wishes to thank the committee 
and Lieut. Col. Swan. 
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PREFATORY STATEMENT 

IXPOBTAHT 

The object of these descriptions is to furnish definitions of the various occu- 
pations in the industries, so that specifications for labor may be made uniform, 
and also to furnish a means by which the prospective employee may be in- 
formed as to the nature of the work he will be expected to do. 

The descriptions herein contained must not in any case be interpreted as in 
any way affecting wage agreements either in industries controlled by the 
Government or by private interests. 

If Government departments or boards, private individuals, organizations, or 
corporations choose to accept any or all of these definitions and descriptions 
as a basis for wage adjustments, then that is wholly a matter for agreement 
between the parties concerned. 

The Department of Labor in working out and promulgating these tentative 
descriptions is concerned only in accurately stating what each occupation re- 
quires in the way of performance and qualifications. Furthermore, the ac- 
ceptance of a position under any definition or description herein contained in 
no way implies that the qualifications of the individual accepting the position 
described is limited to the qualifications enumerated. 

Each occupation has been described under the most generally accepted title, 
or in cases where terms are indefinite, cbnfiicting, or ambiguous, occupation 
names have been chosen with the view of bringing about an occupational ter- 
minology which shall be uniform and definite. The descriptions in each in- 
dustry or group have been carefully prepared with the view of stating clearly 
and briefly what is required, so that a foreman can specify definitely the posi- 
tion to be filled and the employment superintendent or clerk can readily pick 
the worker best fitted to fill the position in question. These descriptions have 
been submitted for criticisms and suggestions to employers and employees 
thoroughly acquainted with the occupations in each industrial group. After 
revision in the light of such criticisms it is believed that the descriptions are 
satisfactory. 

A separate occupation has been made only in case a distinction is evident 
in the kind or size of work, in the tools or materials used, or in the physical 
conditions under which the work is done. 

It is undesirable to subdivide any described occupation by the designations, 
expert, first class, second class, and third class. Where an evident difference 
in grade or kind of work exits this difference has been recognized by the use 
of a distinct occupational name and description. 

There are so many conditions entering into the length of time required to 
master a given occupation that reference to such time has practically no value 
as a measure of competence. Therefore, all reference to time of service has 
been left out of these descriptions. 

The statement of school requirements, under the subheading of "School- 
ing" does not have reference to those already in the industry but should be 
interpreted to mean that no one should enter the industry as an apprentice 
^r learner at the present time without having the equivalent of the stated 
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PBEPATOBY STATEMENT 3 

sohoollng. Wlien • the term common school is used it means that to f ulflll the 
requirements of the occupation described the applicant must have completed 
the common school and be prepared to enter the high school. 

Bireetiong for using deseriptions and code words 

* 

The ALL-BOITND JOtTBNETMAN is defined as one who has acquired a work- 
ing knowledge of all the fundamentals of his trade and is able to apply these 
fundamentals under the varying conditions of different shops and different 
localities. See KAGHINIST, JOVENEYMAir OE ALL-EOXTND, page 39. 

The term '' HAND " used in connection with the name of any machine or 
kind of work means one who has a complete mastery of all machine and other 
operations connected with the given machine. or designated kind of work. 
For example: PLANEE HAND, SHAPEE HAND, DEILL PEESS HAND, refer 
to workers who can do all standard work on the specified machines. See MA- 
CHINE HAND OEOTTP, page 29. The BENCH HAND can do all kinds of work 
known as bench work. See BENCH HAND, page 30. 

The term OPEBATOE, used in connection with the name of any machine, 
means one whose knowledge and experience is limited to special operations 
on the specified machine. See MACHINE OPEBATOB, page 37. 

The word ASSEHBLEB, used in connection with any occupational descrip- 
tion, signifies one with a knowledge of the kind of assembling specified, or 
that the special training necessary will be given by the employer. See 
MACHINE ASSEMBLEB, page 29. See also MACHINE EBECTOE and MACHINE 
PITTEB, page 29. 

The term MACHINE SETTEE means one fully qualified to set up the speci- 
fied machine to do any standard work doable on that machine. See MACHINE 
SETTEE, page 38. 

If a worker is wanted who has training sufficient to do the work in any 
two or more occupations described the code words of these occupations should 
be combined into one word to indicate the combination of qualifications. For 
example: The code word designating a DIE MAKEB and JIG AND PIZTTTBE 
MAN (see pages 42 and 43) would be DAWN-JAB; for a CABINET MAKEB AND 
JOINEB (see pages 55 and 58) would be CHICK-JACK. 

INDEX: In order to find any occupational description always use the index. 

CODE WOBDS (see CODE WOBDS) : Each occupational description has a code 
word which, when communicated to any person having access to these de- 
scriptions of occupations will enable him to know exactly what is called for by 
referring to the description indicated by the code word. 



METAL-WORKING INDUSTRIES 

BUCKSMITH^IHOP GROUP 

[For explanation of ** hand " as nsed herein see prefatory statement and directiotti 
for using descriptions and code words, pages 2 and 3.] 

BUCKSMITHING 

Note. — It Is desirable that all those engaged in blacksmlthing be familiar 
with gas and electric welding. 

AKGLESMITH ABYSS 

Description: The duties of the anglesmith are to shape such work as metal 
frames for tanks, doors, and windows. 

Qualifications: The anglesmith bends and welds short lengths and light 
angular shapes from flat-iron, channel-iron, and tee-iron stock; must.be 
able to work from drawings, patterns, or templates, and with coal, 
coke, oil, or gas fires. He must direct the work of heaters, banders, and 
helpers. It is desirable that he be able to do oxyacetylene, electric-arc, 
and spot welding on this class of work. He should have good health and 
physical strength and at least an equivalent of an apprenticeship in the 
anglesmith trade. 

Schooling: Common school, preferably high school. 

ANGLESMITH, HEAVY FIRES. (See Frame bender.) 
BACKHANDER. (See Blacksmith's helper.) 

BENDING-MACHINE HAND BEACH 

Description: The bending-machine hand runs a bending machine, usually 
under compressed-air power, for the shaping, hot or cold, of small pieces, 
such as pipe clamps, angle braces, and general small forgings. 

Qualifications: The bending-machine hand must know the name, care, and 
use of the principal parts of his machine. He must be able to set up and 
adjust all tools and dies. He must understand coke, coal, oil, and gas 
fires. Must be able to direct the work of helpers. He must be physi- 
cally strong apd able to endure heat. 

BLACKSMITH, FOREMAN BED 

Description: The blacksmith's foreman makes and supervises the making 
of light and medium-size forgings and does general anvil work on pro- 
duction and repairs. He also does hardening, tempering, and annealing, 
including the high-speed steela 

Qualifications: The foreman blacksmith must be able to make from draw- 
ings or samples any medium-size or light forgings, do bending,, drawing, 
upsetting, and welding of all grades of iron and steel, including tool steel. 
He must be able to do oil, air, and water tempering. He must be able 
to work with coal, coke, or gas-forge fires. He should be able to make 
sketches of ordinary work, order stock, and calculate sizes. He should 
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be able to run a hand or small power drill press, do rough emery grinding, 
and have some experience with a small steam hammer. He should under- 
stand oxyacetylene, electric, and thermite welding, and have ability to 
handle men. He should have good physical strength and should have 
had experience as a general blacksmith. 
Sohooling: Common school, preferably high school. 

3LACKSMITH, QENEBAL BEET 

Description: The general blacksmith does light and medium-size forging 
and general anvil work on production and repairs. 

Qualifloations: The general blacksmith must be able to work from draw- 
ings, samples, or templates, and do any medium or lightrsize forging, 
including drawing, bending, upsetting, and welding. He should handle 
all grades of iron and steel, including tool steel. He should be able to 
do ordinary tempering, using water, oil, or air, and be able to direct the 
work of helpers. He should have had at least an equivalent of an 
apprenticeship in a general blacksmithing shop. It is desirable that he 
understand oxyacetylene and thermite welding. 

Sohooling: Common school. 



OENEBAL BEPAIK WOBE AND HOBSESHOEING BEGIN 

Description: The duties of the blacksmith and horseshoer are to make new 
parts and to do repair work for carriages, wagons, and general machinery. 
He must also be qualified to do resetting and fitting of horseshoes, such 
as a man might do if employed around a mine, in a construction crew, 
or as a country blacksmith. 
<lualifications: The blacksmith and horseshoer must be able to do bending, 
drawing, upsetting, welding and forming, and all light carriage and 
machine repairs ; must be able to work with coal and coke fires, or with 
oil or gas, with hand or power blast; must be familiar with the various 
grades of iron and steel, including tool steel ; should be able to order 
stock and calculate sizes. He should dress, harden, and temper all 
ordinary tools. He should be able to dress picks and pinch bars; should 
be able to make and repair crowbars, tongs, and special tools. He must 
be able to forge a new horseshoe or to punch and fit one from commer- 
cial stock. He should be able to remove a shoe, pare hoofs, sharpen or 
replace calks, and properly replace the shoe. This work requires good 
health and strength. He should have had at least an equivalent of an 
apprenticeship as a general blacksmith and horseshoer. 
Schooling: Common school. 

BLACKSUITH'S HELPEB BEING 

Description: The duties of the blacksmith's helper are to use the sledge 
at the direction of the blacksmith, to look after the forge fire, to cut 
and arrange stock, and to assist the blacksmith in any and all work 
assigned. He may be in training for the blacksmith's trade. 
^Qualifications: The blacksmith's helper should be a strong, healthy young 
man who has a desire to become a blacksmith. He should have a knowl- 
edge of ordinary arithmetic and should learn to read drawings. 
Schooling: Preferably high school. 

BLACKSMITH'S STBIKEB. {See Blacksmith's helper.) 

BOLT MAKEB. {See Bolt-making-machine hand.) 
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BOLT-MAKINO-KACHINE HAHB BELLE: 

Besoription: The bolt-maklng-machine baud runs a machine on which are- 
formed all sizes of bolts and all shapes of boltheads. 
Qualifications: The bolt-making-machine hand must know the names, care, 
and use of the principal parts of the machine. He must be able to set up« 
all the tools and make all necessary adjustments and measurements. He 
must know how to work on cold or hot iron and how to handle coke, 
coal, oil, or gas fires. He must be able to direct the work of the heli)er. 
He must be physically strong and able to endure heat. 

BULLDOZEB HAND BELT* 

Description: The bulldozer hand runs a machine, called the "bulldozer," 
that is equipped with dies for the making of off -sets and bends in the- 
various stock sizes and shapes of iron. 
Qualifications: The bulldozer hand should know the names, care, and use- 
of the principal parts of the machine. He should be able to set up all 
tools connected with the machine; must be able to work hot or cold 
metal, and must understand the operation of coke, coal, oil, or gas fires. 
He must be able to direct the work of the helper. He must be physically 
strong and able to endure heat. He should have had experience equiva- 
lent to a complete apprenticeship to a bulldozer hand. 
Schooling: Common school. 

CHAIK MAXEB CHASX: 

Xiirdred Occupation: General blacksmith. 

Description: The chain-maker blacksmith forges either by hand or with 
steam hammer, and with or without the use or dies, all sizes of chains- 
usually forged in a blacksmith shop. 

Qualifications: The chain maker must be able to work from drawings; n)ust 
be familiar with coke, coal, oil, or gas fires; must be able to direct the- 
work of helpers, and understand the forging of all grades of iron and 
steel used in the manufacture of chains. He should have had previous- 
experience equivalent to an apprenticeship as a chain maker. He must 
be physically strong and able to endure heat. 

Schooling: Common school. 

FIEEMAir, LABOE COAL FIBE FALSE* 

Description: The fireman of a large coal fire feeds coal into the furnace 

and regulates the dampers so as to maintain a uniform temperature. 
Qualifications: He must be physically able to shovel coal and stand heat; 
must understand the distribution and placement of coal on the fire in 
order to maintain a uniform temperature and not waste fuel. 
Schooling: Common school. 

ELITE WELDEB FAME 

Description: The flue welder's duties consist of welding and lengthening 
locomotive and other types of boiler tubes. 

Qualifications: The flue welder must be thoroughly experienced In the 
process of roller or pneumatic hammer welding or reending of boiler 
tubes or flues. He must thoroughly understand the use of flue welding 
furnaces and the proper heating of tubes for perfect weld; and under- 
stand the danger of burning metal. He should also understand 
cutting out tubes and be able to prepare tubes for welding. He 
should have had experience as a flue welder In a locomotive plant, rail-» 
road locomotive repair shop, general boiler shop, or industrial sh(^ 
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FOBGEB, DBOF AND DIE FOBOING FAST 

Description: The duties of the drop and die forger are to operate a drop 

hammer, or steam hammer, to form hot metal by the use of dies. 
Qualifications: The drop and die forger must know how to operate and set 
up dies for all kinds of drop and steam hammers for roughing, finishing, 
and trimming forgings. He should understand the operation of large 
coal, coke, gas, and oil furnaces for heating the various kinds of Iron and 
steel ; must be able to direct the work of heaters and backhanders. 
He must have good physical strength and be able to endure heat He 
should have an experience equivalent to an apprenticeship under a 
journeyman die forger. 
Schooling: Common school. 

FOBGEB, HEAVY FOBGINGS FANCY 

Kindred Occnpation: Hammersmith. 

Description: The heavy forger produces such work as large locomotive 
parts, ship forgings, and large gun forgings; uses steam or other heavy 
hammers and usually works on ingots ranging from 4 to 18 inches in diam- 
eter, but occasionally may be required to work smaller or larger ingots. 

Qualifications: The forger must be able to work from drawings, samples, 
or templates. He should be able to do bending, drawing, upsetting, 

• welding, and forming, from coal, coke, gas, or oil fires. He must be 
familiar with the various grades of Iron and steel, including tool steel. 
He should be able to order stock and calculate sizes; should be able to 
direct the work of firemen, backhanders, strikers, and helpers. He should 
have good physical strength and be able to endure heat. The forger 
should have had the equivalent of an apprenticeship in a shop doing heavy 
forging. 

Schooling: Common school, preferably high school. 

FOBGING-MACHINE HAND 

Description: The forging-machine hand is one who runs a machine, such 
as the Ajax or Acme forging machine, for the making of all kinds of 
machine forgings. 

Qualifications: The forging-machine hand should know the name, care, and 
use of the principal parts of either an Ajax or an Acme forging machine. 
He should be able to set up all tools and dies; should be familiar with 
coke, coal, oil, and gas fires. He should be able to handle all kinds of 
iron and steel and be able to make all necessary adjustments and meas- 
urements. He must be physically strong and able to endure heat. 

FOBGING-HACHINE HAND: 2 to 4 inch Ajax or Acme machine FAB 

FOBGING-UACHINE HAND: 4 to 6 inch Ajax or Acme machine FABCE 
Note. — If a forging-machine hand, able, to run all sizes of machines, is 
required, combine the two code words. 

FBAHE BENDEB FABB 

Description: The frame bender bends structural steel into shapes, working 
from patterns and templates furnished from the pattern or template 
maker. 

Qualifications: He must be able to lay out forms on the bending fioor, know 
how to clamp and hold material for bending, and must be familiar with 
press and hammer bending. He must be able to bend flat iron, anglf 
iron, channel iron, tee iron, and I beams, and be able to use coke, coal, 
oil, or gas fires. He must have good physical strength, be able to stand 
heat, and be able to direct the work of helpers. He must have had an 
equivalent to an apprenticeship as a frame bender. 

Schooling: Common school, preferably high school. 
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FirBNACE MAN OE HEATER FABU 

Description: The duties of the furnace man or heater are to operate coal, 
coke, gas, or oil fires for the heating of ingots or plates for the purpose 
of shaping or welding. 
Quallfioatlons : He must know the name, care, and use of the principal parts 
of a furnace ; must know how to control dampers and blasts so as to pro- 
duce the required temperature; must understand the temperature re- 
quired for the various forging and shaping operations on the different 
grades of iron and steel. He should understand relining furnaces. He 
must have good strength and be able to stand heat. He should have 
worked as a helper and as an independent furnace man. 

TTTBNACE MAN, SLAB FTTBNACE EAST 

Description: The slab furnace man operates the furnace in connection with 

the work done by the frame bender on the table or floor slab. 
Qualifications: He should be able to operate and control the largest size 
furnaces and be able to regulate dampers so as to obtain the proper heat 
for all the work of a frame bender. Must be able to reline the furnace, 
direct the handling of hand and power cranes, and direct the work of 
furnace helpers. He should have had experience as a furnace helper 
and considerable experience as an independent furnace man. He should 
be physically strong and able to endure heat. 
Schooling: Common school. 

HAMMEB BUNNEB HALE 

Description: The duties of the hammer runner are to manipulate the con- 
trolling devices on a steam or power hammer under the direction of the 
smith who handles the ingot. This is usually part of the helper's work. 
Qualifications: He must have good physical strength, be able to endure heat, 
and should have had sufficient experience in manipulating a hammer to 
be thoroughly familiar with the blacksmith's signals and be able to carry 
out the smith's directions. 

HAMMEBSMITH HALL 

Description: The hammersmith, with either light steam or trip hammer, 
forges machine parts similar to light locomotive work, ship parts, and 
small gun forgings, usually from ingots up to 8 inches. He may be 
required to forge from ingots of a larger diameter. 

Qualifications: The hammersmith must be able to work from drawings, 
samples, or templates. He should be able to do bending, drawing, upset- 
ting, welding, and forming, from a coal, coke, gas, or oil fire. He must 
be familiar with the various grades of iron and steel, including tool 
steel. Should be able to order stock and calculate sizes; should be able 
to direct the work of firemen, backhanders, strikers, and helpers. He 
should have good physical strength and be able to endure heat. He 
should have had the equivalent of an apprenticeship to a hammersmith. 

Schooling: Common school, preferably high school. 

HAMMEBSMITH, HEAVY FIBES. (See Forger, heavy forgings.) 

HOBSESHOEB, EXPEBT HABSH 

Description: The duties of the expert horseshoer are to do all work neces- 
sary to set shoes, and to care for horses' feet. 
Qualifications: The expert horseshoer should be able to forge, ^shape, and 
punch horseshoes and mule shoes from bar stock or from standard stock 
of shoes ; should understand the physiology of the horse's foot so as to 
know how to correct for interference and for lameness ; should be able to 
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pare hoofs and clean feet so as to keep them in a healthy condition. He 
should have physical strength sufficient to handle heavy horses and 
mules. He should have had an equivalent to an apprenticeship under a 
general horseshoer and considerable experience as a journeyman. 
Schooling: Comndon school; preferably some work in a veterinary school. 

INGOT PASSER. (See Blacksmith's helper.) 

lABOBEB, BLACKSMITH SHOP LASH 

The following occupations are included under Laborers: Ash man; 

Clean-up man ; Coal and coke shoveler ; Furnace cleaner ; Trucker. 
Note. — Laborers specified and assigned under the code word for Laborer, 
blacksmith shop, may be assigned to any one or more of the above- 
mentioned jobs, 
Qualifications: He should have good strength and health and ability to 
stand heat. 

HACHINE TOOL BRESSEE HANLY 

Kindred Occupation: General tool dresser. 

Description : The duties of the machine tool dresser are to forge, harden, and 
temper all kinds of carbon and high-speed lathe, shaper, and planer tools 
and make forgings for tool blanks. 

Qualifications: He must be able to work from drawings or samples and 
forge, from the various kinds of carbon and high-speed tool steel, all kinds 
and shapes of tool-post tools required for lathe, planer, and shaper ; must 
be able to make chisels and punches and various kinds of cutter blanks 
and special tool blanks. He must have a thorough knowledge of heating 
and tempering furnaces. He must understand annealing, oil and water 
tempering, understand the use of cyanide and other special hardening 
materials, and be familiar with the salt bath, lead bath, and cyanide 
bath heat treating. He should have experience equivalent to an appren- 
ticeship as a tool dresser. 

Schooling : Common school ; preferably should have some general knowledge 
of the physical properties of stleel. 

SHEAR HAND (Boiler shop, blacksmith shop, or plate shed) SIREN 

Description: The duties of the shear hand are to run shears in the black- 
smith shop, boiler shop, or plate shed for the cutting of all kinds of 
stock used in the respective departments. 
Qualifications: He should know the name, care, and use of the principal 
parts of the machine; should be able to set the machine and check up 
measurements in drawings and specifications. He must be able to 
order stock and know how to cut stock for various purposes. He 
should have had experience as a helper and should have had consider- 
able experience as a shear hand. 
Schooling: Common school. 

SPRING MAKER SEAR 

Description: The spring maker's duties consist of forging, forming, and 

making railway locomotive, car, or automobile truck springs. 
Qualifications: The spring maker must be thoroughly familiar with the ma- 
chinery and up-to-date processes involved in general spring forging and 
the manufacture of leaf, coil, and all types of light or heavy springs. 
He must be capable of properly working alloy and spring steels; must 
be a competent hand or power hammer operator, able to work to draw- 
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ings and samples, and to figure stock. He must understand annealing, 
proper heating, treating, and hardening, and should be able to fit and 
assemble leaf springs. He must be able to use spring forming, bending, 
and testing machines. He should have had an equivalent to an appren- 
ticeship under a journeyman spring maker. 
Schooling: Common school. ^ 

TOOL DBESSEB (Quarry, mine, or well-drilling crew) TAX 

Description: The duties of the tool dresser are to form, sharpen, harden, 

and temper all sorts of tool bits and contractor's tools. 
Uualillcations: The tool dresser in a quarry or mine or well drilling crew 
must be able to put on shanks, collars, and extensions on all shapes and 
sizes of well-drilling tools and rock drills. He must be able to make and 
repair calking tools, chisels, tongs, bending tools, flue tools, and rock 
drills; must be able to dress picks, bars, and other hand tools; should 
do general blacksmithing work and be able to do air, water, and oil tem- 
pering and to do annealing. He should be able to work from coal or coke 
fires, using hand or power blast, and to get the proper heat under unfavor- 
able conditions. He must direct the work of strikers and helpers and have 
good physical strength and endurance. He should have completed at 
least an equivalent of an apprenticeship in a similar kind of work. 
Schooling: Common school, preferably high school. 



GAS AND ELECTRIC WELDING 

JLOSTYLENE GAS GOMFKESSOR AND WELDING SHOP FOEEMAN ACID 

Description: The duties of the acetylene gas compressor and welding-shop 
foreman are to operate and supervise the operation of an acetylene gas 
compressor in a bottling or storage plant and supervise the making ready 
and welding of all kinds of repair or construction work. 

Qualifications: He must be particularly experienced in the use and care of 
steam or motor driven gas compressors on high or low pressure. He must 
understand storage tanks and bottle charging and must be a thoroughly 
practical compressor engineman, able to juake valve adjustments and 
operating repairs, be familiar with high-pressure piping, valves, and fit- 
tings and the handling of liquefied or inflammable gases in generators, 
tanks or bottles; must thoroughly understand the use of acetone in the 
making of gas mixtures. He should have had considerable experience 
as a gas welder and gas compressor tender; and should also have had 
independent charge of a gas and welding plant. 

Schooling: Common school; preferably high school and technical training. 

ACETYLENE GAS COMFBESSOR OFEKATOK ACHE 

Description: The duty of the acetylene gas compressor operator is to ma- 
nipulate the machinery connected with the compression of acetylene gases. 
Qualifications: He must be experienced in the use and care of steam 
or other motor-driven compressors for high pressure gas compression. 
He must be a thoroughly practical compressor engineman, able to make 
valve adjustments and operating repairs. He must have had experience 
as an assistant in an acetylene compressor plant. 
Schooling: Common school. 

JlCETYLENE genekatob tendee acoen 

Description: The duty of the acetylene generator tender is the operation 

of a complete acetylene generating and gas storage plant. 
Qualifications: He must be experienced in the care and use of such equip- 
ments and fully understand details of construction and operation of gen- 
erators, purifiers, and driers, and the handling and use of carbide. He 
should be familiar with gas holders and piping. He should have had 
like exi)erience in a commercial generating plant as a helper and con- 
siderable experience as an independent tender. 
Schooling: Common school. 

CHIFFEE, WELDING SHOF OE FOTTNDEY GHOEE 

Description: The duties of the chipper are to use either hand or pneumatic 

chisels in chipping away surplus metal. 
Qualifications: The chipper should be skilled in the use of hand cold chisels 
i^nd hammer, and in the use of pneumatic chipping machinery. He 
should be able to handle light or heavy work and to chip to a compara- 
tively smooth surface. 

ELECTEIC AEC WELDEE HAND EBB 

Description: The duties of the electric arc welding hand are the operation 

of electric-arc-welding equipment in welding general plate, tank, or 

framework for "building up " and repairs and the clamping and lining up 

of such work to prepare it for welding. 
Qualifications: He must be experienced in all details of arc welding, using 

either graphite or metal electrodes. He should fully, understand the ust» 

U 
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and care of the apparatus and be able to set up and connect to service 
mains. He should understand cleaning, making ready, and clamping to 
insure correct form and solid work. He should have had experience as 
an assistant. to an electric arc welder and have done considerable inde? 
pendent work. 
Schooling: Common school. 

ELECTRIC ABC WELDEB OPEBATOB EBUPT 

Description: The electric arc welder runs an arc-welding equipment for the 
welding of plate, tank, and frames. 

Qualifications: He must be experienced in the care and use of electric-arc- 
welding equipment for general plate, tank, and frame work after the 
parts have been lined up and clamped into position by another workman. 
He should have had experience as an assistant and considerable ex- 
perience as an independent operator. 

ELECTBIC SPOT WELDEB HAND EBONT 

Description: The duty of the electric spot welder hand is the operation of 
any standard make or size of electric spot welding machine, on any 
class of sheet metal or plate work. 
Qualifications: He must be experienced in the use and care of electric spot 
welders and should have sufficient knowledge of electric wiring and 
welder construction to keep the equipment in good working order. He- 
should be able to form, set, and adjust contacts, brackets, and sup- 
ports for any variety of work and fully understand rapid and correct 
method of handling to insure positive welding of simple or intricate- 
pieces. He should have had spot-welding experience in a metal furni- 
ture or large sheet-metal-products plant. 
Schooling: Common school. 

ELECTBIC SPOT WELDEB OPEBATOB ECHO 

Description: The duty of the electric spot welder operator is to operate 
any standard make or size of electric spot welder on any class of metal 
or plate work after the work has been lined up and clamped ready for 
welding. 

Qualifications: He must be experienced in the use and care of the electric 
spot welders sufficiently well to know how to complete properly a weld 
after the set-up of material has been made. He should have had experi- 
ence as an assistant to a journeyman or expert welder. 

Schooling: Common school. 

GAS WELDEB, FOBEMAN, BEPAIB WOBE GATTNT 

Description: The duties of the gas welder foreman, repair work, are 
the supervision and operation of any form of autogenous, oxyhydrogen 
or oxy acetylene gas burner for torch welding or cutting on any class of 
work and any metal. 

Qualifications: He must be thoroughly experienced with the general appa- 
ratus and in the processes employed in the planning and handling of all 
forms of gas welding for manufacturing, shop, or emergency repair work. 
He must be skilled in the use of welding and cutting torches and able to- 
weld, patch, or build up mild steel, cast-iron, bronze, and cast aluminum, 
in sheets, tubes, or fairly large sections. He should understand auto- 
mobile chassis, frame, and tank welding and cylinder repairing, and be- 
able to plait seams or joints. He must thoroughly understand preheat- 
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ing, blocking up, holding and clamping to maintain location, and align- 
ment. He must have a practical knowledge of any kind of cutting work, 
such as sprues and spacers, or scrap stock or iron and steel foundry 
work. He should have had experience as an assistant to a gas welder on 
repair work for from one to two years. 
Schooling: Common school. 

OAS WELDEB HAND, BEPAIK WOBX GAUZE 

Description: The duties of the gas welder hand on repair work are to 
operate any form of autogenous, oxyhydrogen, or oxyacetylene gas burner 
for torch welding. 

Qualifications: He must be experienced in the care and use of gas torches 
and in the planning and handling of all forms of gas welding for 
emergency shop repairs. He must be able to build up parts and to weld 
mild steel, cast iron, bronze, and cast aluminum in sheets or in tubes. 
He must understand reheating and annealing; must be able to patch, 
clamp, and maintain the alignment of parts. He should have had experi- 
ence as an assistant to a gas welder on repair work. 

Schooling: Common school. 

GBINDEB, BOTTOS EMEBY, WELDING SHOP AND FOUKDBY GAY 

Description: The duties of the rough emery grinder in welding shop and 
foundry are to grind off all surplus metal left from chipping and weld- 
ing, to grind off sprue lugs, and to- grind rough places on castings. 

Qualifications: The rough emery grinder must be able to dress and true 
emery wheels and keep the grinding stand in running order. He should 
have good health and strength. 

OXYACETYLENE-BXIBNEB HAND, CONSTBUCTION AND WBECKING 

Description: The duty of the oxyacetylene burner or cutter is the operation 
of autogenous gas-cutting torches for any class of manufacturing, de- 
molition or wreck-clearing work. 
Qualifications: He must be thoroughly skilled in the use of oxyhydrogen or 
oxyacetylene cutters, gas torches of shop or portable type, and fully 
understand setting up. He must be expert in the use of all classes of 
manufacturing work, such as cutting holes, gusset plates, and shapes, such 
as channels and beams. He must also be capable of burning and cutting 
apart in clearing wreckage of buildings, bridges, railways, or heavy 
general machinery. He should have had experience as an assistant in a 
construction and wrecking crew with an acetylene operator. 
Schooling: Conunon schooL 

OXYACETYLENE BUBNEB, BENCH OB GBOTTND WOBE OGBE 

OXYACETYLENE BVBNEB, SCAFFOLD WOBX OATH 

Note. — If work requires both gnround and scaffold work, combine the code 
words. 

SOLDEBEB AND BBAZEB, GAS AND ACETYLENE TOBCH SEAT 

Description: The duties of the gas and acetylene torch brazer and solderer 
are to solder or braze machine parts for regular machine assembl^^ work. 
Qualifications: He must understand the manipulation of gias and acetylene 
torches, cleaning, assembling, and clamping work for soldering and braz- 
ing; the use of solder and smelter and solder and smelter flux. Should 
be sufficiently skilled in soldering and brazing to know when parts are 
thoroughly united and to leave a good clean Joint 
Schooling: Common school. 

870e4— 18 8 
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THXBXITE WELDEB TAXES 

Beierlption: The duties of thfe expert thermite welder are the repair of large 
broken metal parts of any character and size by means of the thermite 
process of steel welding. 
Qualifications: He must be experienced in the planning and making of 
thermite welds on intricate or large and difficult pieces or small parts. 
He must be able to clean, set up, fit and line, and construct molds of 
proper shape and size to produce safe welds with minimum materiaL 
He must understand when preheating Is required and the degree neces- 
sary to avoid chilling the cast, and must understand the use of gas, oil, 
or gasoline torches for this purpose. Flo should have a knowledge of 
hand, electric, or pneumatic chipping, drilling, and grinding and ability to 
clean large pieces before or after welding. He should have equivalent 
to an apprenticeship experience as an assistant to a thermite welder. 
Schooling: Ck)mmon schooL 

HARDENING, TEMPERING, AND HEAT-TREATING 
CASEHABDENEK CHABT 

Description: The casehardener carbonizes or casehardens machine parts 
requiring hardened surfaces. 

Qaalifioations: The casehardener must be familiar with and able to main- 
tain the casehardening furnace and must thoi*oughly understand the use 
of carbonizing material. Hie should also be familiar with the temperature 
required to get the best results in casehardening and know the time re- 
quired to harden to the proper depth. He must know the kind of baths 

' to use to quench the heated part in order to get the best results for the 
different kinds of steel and for different kinds of work for which the 
part is to be used. He should have had experience as a helper and must 
have done some independent work as a casehardener. 

Schooling: Common school; preferably some knowledge of the physical 
properties of steel. 

VirBNACE MAK, AHNEALEB, AETD HEAT TEEATEK, 70KE1CAK FAT 

Description: The foreman furnace man for annealing and heat-treating 
furnaces supervises the operation and care of the various types of heat- 
treating furnaces for the heat treatment of castings, forgings, tool steels, 
or sheet metals for draw-press work. 

Qualifications: The furnace foreman must be a thoroughly experienced 
annealing or heat-treating furnace man, entirely familiar with the opera- 
tion and upkeep of such furnaces using coal, coke, gas, or oil fuel. He 
must understand the use of pyrometer apparatus and be able to maintain 
uniform temperatures required for different classes of materials and work 
and should have some knowledge of the physical aiid chemical proper- 
ties of metala He must know the methods of proper heating and time 
for annealing of small or large steel castings and forgings. He must be 
skilled in annealing in boxes or open, and in heat-treatment hardening 
and drawing of carbon and alloy die and tool steels. He must thor- 
oughly understand the processes and proper annealing of sheet metals, 
such as brass, steel, and copper in the flat or between drawing oper- 
ations. He should be able to keep intelligent and accurate records of 
temperatures, times, and other necessary data, and should be able to 
test out various treatments of materials to insure best results. He 
should preferably have some knowledge of making malleable iron. 

Schooling: High school, preferably technical training. 
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HABDENEB 

Description: The duties of the hardener are to harden and temper the 
various tools and machine t>arts that require hardening in the making of 
machinery of all kinds. Hardeners are usually described in relation to 
the type of furnace used or the type of material to be hardened and 
tempered. 

Qualifications: All hardeners must have had experience as helpers and must 
have done at least some independent hardening. 

Schooling: Common school. 

HABDENEB, CABBON STEEL, GAS OB OIL FTJBNACE HALO 

The hardener of carbon steel on gas or oil furnaces must know how to 
regulate and maintain the proper temperature for hardening the different 
kinds of work to be done. He should know the use of air, water, and 
oil as a quenching medium &nd must be able to judge the kind of quench- 
ing material to use for any grade of steel. He must have good health 
and an accurate knowledge of judging the required heat. 

HABDENEB, COAL AND COKE FIBE HALT 

The hardener on coal or coke fire must understand how to regulate the fur- 
nace and judge accurately the proper heat for hardening the various 
types of steel, including high-speed steel. He must understand the use 
of air, water, and oil baths for quenching. He must be able to endure 
the high heat of the furnace room. He must have good health. 

HABDEKEB, HIGH-SPEED STEEL, GAS OB OIL FTTBNACE HALVE 

The hardener of high-speed steel on gas or oil furnaces must know how to 
control the heat in a gas or oil furnace so as to maintain the proper 
temperature. He must thoroughly understand the use of air, water, 
and oil baths for quenching the various kinds of high-speed steel. He 
should have good health and ability to stand the high temperature of a 
hardening room. 

HABDENEB, LEAD AND CYANIDE POT HAH 

The lead or cyanide pot hardener must be experienced in the use of lead 
and cyanide pots for hardening the various machine parts and tools 
that can be hardened by these methods. He must understand the use 
of air, water, and oil quenching materials and be thoroughly familiar 
with thei required heat for any sized stock. He must have good health 
and ability to stand heat. 



BOILER SHOP AND PLATE SHOP OR SHIP SHED GROUP 

[For explanation of "hand" as used herein see prefatory statement and directions 
for using descriptions and code, words, pages 2 and 8.] 

BEKBINQ BOLL HAND BIBD 

Description: The dutlesi of the bending roll hand are to bend flat plates on 
both square and diagonal work to layout furnished. 

Qualifications: The bending roll hand must know the names, care, and use 
of the principal parts of the machine. He must be able to handle all 
sizes and thicknesses of boiler plate and ship plate. He must be able 
to adjust the rolls to bend the plate to any given liayout and must be 
able to direct the work of helpers. He should have had similar 
experience in a general boiler shop, railroad shop, or ship shed. 

BOILEE LAYOUT HAN BISON 

Description: The duties of the boiler layout man are to indicate by lines 

and marks the exact positions of the holes, shaping, and bending of the 

various parts of the boiler. 

Qualifications: The boiler layout man should be able to calculate and lay 

out from drawings all details of boiler construction. He must be able to 

lay out accurately templates for shell plates, heads, crown sheets, angles, 

braces, tubes, manholes, domes, and headers. He should have some 

knowledge of the boiler maker's hand tools and the regular punching, 

shearing, bending, and drilling machinery, so that he can lay out work 

in conformity to the shop requirements. He should have a thorough 

knowledge of sheet-metal drawing and pattern layout, should have a 

knowledge of applied mathematics, including trigonometry and the use 

of formulas. He should have been an assistant to a layout man. 

Schooling: Common school, preferably high school. 

BOILEE MAKEB BITE 

Kindred Occupation: Tank builder. 

Description: The boiler maker's work consists of general new boiler con- 
struction and overhauling, patching, hot and cold retubing, and general 
repair and maintenance of boilers, both fire and water tube. 

Qualifications: The boiler maker must be capable of working from blue 
prints, laying off plates and template forms, bending plates, punching, 
shearing, riveting,. chipping, calking, and tube setting, and placing, stag- 
ing. He must have a practical knowledge of all phases of boiler con- 
struction and the use of boiler-shop machinery and tools. Must be capa- 
ble of straightening buckled plates, patching, retubing, making general 
boiler repairs, and It is desirable that he possess a working knowledge 
of oxyacetylene welding and cutting. 

Schooling: Common school. 

16 
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BOILER MAKER FOREHAK, OR SHOP STrPERINTENBEHT BLACK 

Kindred Oooupations: Boiler maker ; Foreman, boiler maker; General boiler 
maker. 

Description: The expert boiler maker foreman or shop superintendent lays 
out and supervises construction, erection, rebuilding, or extensive gen- 
eral repairs to various forms of water-tube, fire-tube, and locomotive 
fire-box boilers for stationary, portable, or marine service. 

Qualifications: The expert boiler maker must be thoroughly experienced in 
all practical phases of standard boiler construction, and familiar with 
standard American Society of Mechanical Engineers' boiler code, able 

. to 'work to drawings and sketches, and make necessary calculations 
for general and detail layout Must also be able to lay out accurately 
templates for shell plates^ heads, crown sheets, angles, braces, tubes, 
manholes, domes, and headers, and understand boiler assembly. Must 
thoroughly imderstand the processes of shearing, heating, straighten- 
ing, bending, flanging, scarfing, punching, drilling, reaming, chipping, 
calking, and riveting with either hand or pneumatic tools and " squeezer." 
Must be skilled in tube fitting, setting and bending, rewelding, and 
replacement on all classes of boilers. Must be practically familiar with 
shears, single and gang punches, bending rolls, flanging presses, boiler- 
shop furnaces, and general boiler maker's equipment and tools, includ- 
ing pneumatic drills and hammer, electric drills, and autogenous weld- 
ing apparatus. Must be able to test new or operating boilers, make 
quick surveys for repairs, and be thoroughly familiar with straighten- 
ing buckled plates, and be able to make any sort of boiler repairs. 

Schooling: Common school ; should have had a high-school course, or should 
have studied independently mechanical drawing, sheet-metal pattern lay- 
out, and applied mathematics, including trigonometry and the use of 
formulas. 

BOILER IfAKER, LOCOMOTIVE BLADE 

Kindred Occupation: General boiler maker. 

Description: The locomotive boiler maker's work consists of the assembling, 
erecting, and rebuilding and of extensive general repairs to locomotive 
boilers of various types. 

dualifications: The locomotive boiler maker must be a thoroughly skilled, 
all-round boiler maker, experienced in all phases of fire-tube boiler con- 
struction and repair, and especially fandllar with high-pressure locomo- 
tive boilers. He must be capable of working to drawings on assembly 
and erection of new locomotives, received " knocked down " or on any 
kind of repair of worn or damaged engines returned for overhauling. 
Must thoroughly understand removing and replacing plates, fire boxes, 
tubes, stays, stud bolts, front end, and ash pans. Must be a thorough 
patcher, hand, pneumatic, and electric riveter, chipper, and calker, and 
be familiar with the use of taps, dies, and flue headers. Must under- 
stand heating of plates, bending, forming, and flanging, and standard 
boiler maclit^er.sl^op tools, such as shears, bending rolls, punches, flanging 
passes, and stay-bolt shears. He should have an equivalent of an ap- 
prenticeship and considerable experience as a journeyman. 

Schooling: Common school. 
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BOILEE MAEEB'S HELPER BIiANK 

Description: The duty of the boiler maker^s helper is to assist the boiler 

maker in cutting out boltsj riveting by hand, and holding the club or 

" dolly " for the riveters. He Is usually in training to become a boiler 

maker. 
Qualifications: The boiler maker's helper should be a young man physically 

fit, with the desire to become a boiler maker. , 
Schooling: Common school; should either understand mechanical drawing 

and applied mathematics or be willing to pursue an independent course 

along these lines. 

DBUXEK AND COUNTEBSINKEB, OB DBILL-PBESS HAITB DANDY 

IN SHIP SHED OB BOILEE SHOP 

Description: The duties of the driller and countersinker are to drill, ream, 

and countersink holes in plates, bars» angle iron, and channel iron. 
Qualifications: The driller and countersinker in a boiler-plate shop or ship 
shed must be able to handle and drill accurately to layout all sizes of 
boiler plate and ship plate. He niust know how to make all set-ups and 
adjustments of the drill parts and must direct the work of helpers ; 
should have a knowledge of speeds, feeds, and drill sizes. He should 
be able to grind drills and should have had similar experience in a rail- 
road shop, ship shed, or general boiler shop. 

FLANGE TTJBNEB PEAB 

Description: The duties of the flange turner are to flange plates, hot or 

cold, either by hand or by power press to lines laid out on plates. 
Qualifications : The flange turner must use skillfully all hand and machine 
flange-turning tools and must make all machine adjustments. He must 
be able to straighten plate after flange is turned. He must direct the 
work of helpers. He should have had a similar experience in a boiler 
shop or in a ship shed. 

FLUE SETTEB, LOCOMOTIVE FEAST 

Description: The locomotive-flue setter's work consists of making locomo- 
tive or other types of boiler-tube setting, cutting, and r^lacing. 
Qualifications: The locomotive-flue setter must be thoroughly experienced 
in all phases of boiler-tube work, especially locomotive types for steam 
pressures up to 250 pounds pressure. Must be expert in boiler construc- 
tion, placing, rolling, beading, and in tightening leaky tubes, cutting out 
defective tubes, and replacing. Must be skilled in the use of flue rollers, 
spring expanders, tube-cutting tools, and pneumatic hammers, and in 
chipping and calking. Should have had like experience in locomotive 
plant, railroad repair shop, or boiler shop. 
Schooling: Common school. 

FLUE WELDEB FAHE 

Description: The flue welder's duties consist of welding and lengthening 

locomotive and other types of boiler tubes. 
Qualifications: The flue welder must be thoroughly experienced in the 
process of roller or pneumatic hammer welding or reending of boiler 
tubes or flues. Must thoroughly understand the use of flue-welding fur- 
naces and the proper heating of tubes for perfect weld ; and understand 
the danger of burning metal. Should also understand cutting out tubes 
and be able to prepare tubes for welding. He should have had experience 
as a flue welder in a locomotive plant, railroad locomotive repair shop, 
general boiler shop, or industrial shop. 
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^OIBEE ON AND BTTCKEB TTF MUmt 

Kindred OceupatioiLs: Riveter; Rivet heater; Structural ereetor^ft helper. 

Desorlption: The duties ot the holder wi and buelcin* up are holdiiig the 

" dolly bar/* or holding on hammer, and as riveter's helper on any dami 

of hand or pneumatic riveting. 

QualifioatloBi: He must be experienced in the use of the " dolly bar,*' as 

*' holder on " or '* bucker up," and have sufficient knowledge of pneumatic 

and hand riveting to work with the riveter. He must be familiar with 

the proper .handling and placing pf rivets. It is desirable that he imder- 

stand rivet heating. He should have had. experience in structural, plate, 

tank, or boiler shop, or in field work on tank, bridge, or steel structures. 

STSBAXTLIC OB PNEXnCATIC PBESS EAKD HAHO 

Description: The duties of the press hand are to operate a hydraulic or 
pneumatic-operated press, to press or bend a plate to form indicated by 
the layout furnished. 
Qualifications: The hydraulic or pneumatic press hand should know the 
names, care, and use of the principal parts of the tools; be able to set 
and adjust punches, and make all machine adjustments necessary for 
doing accurate punching according to the layout furnished. He should 
have worked as a helper and have done considerable independent punch- 
ing on large plate work. 

XANGLB BOLUIB OB XANGXE-BOLL HAND HABS 

Description: The duties of the mangle-roll hand are to straighten cold plates 
in rolls called the mangle rolls. 

Qualifications: The mangle-roll hand must know the names» care, and use 
of the principal parts of his machine. He must be able to adjust the 
rolls so as to straighten all sizes and thicknesses of boiler plate and ship 
plate. He must be able to direct the work of helpers and should have 
had similar experience In a general boiler shop, locomotive shop, or in a 
ship shed. 

OPPSETTINO lEACHINE HAND OBEY 

Description: The duties of the offaetting machine hand are to run an 
offsetting or joggling press to bend plates,, angle irons, tee irons, channel 
irons, and bars, and to mAke them overlap in the making up of joints 
and structural shapes. 
Qualifications: The offsetting machine ^and must know the names, care, 
and use of the principal parts of an offsetting machine; must be able 
to make all machine adjustments and all measurements necessary to off- 
set plates, angle irons, channel irons, and bars. He must be able to 
direct the work of helpers and should have had a similar experience in a 
general boiler shop, railroad shop, or ship shed. 

nANEB Aim 8CABFEB, OB PLANEB HAITD IN BOILBB SHOP PEABL 

Deserlptien: The duties of the planer or scarfer are to plane off the edges 

of plates according to layouts furnished. 
QuaHficatieiisr He must know the names, care, and use of the principal 
parts of his machine and be able to make all necessary machine adjust- 
ments. He must be able to handle large heavy plates and to direct the 
w<Hrk of helpers. 



20 METAL-WOBKIKG IKDXJSTBIES 

PITHCHEK, OB PITNCH PBESS HAND PEA81 

Defroriptlon: The duties of the puncher are to punch plates, channels, bars, 

angles, etc., to layout furnished by layout man. 
Qualifications: He must be able to operate single and multiple punch 

presses working on large plates, channels, angles, etc., to set punches and 

dies and keep them in condition. He must be able to direct the work of 

helpers. 
Schooling: Common school. 

BIVETEB, HAND BAP 

Kindred Occupations: Blacksmith ; Boiler maker ; Riveter ; Steel car framer ; 

Tank builder. 
Description: The duties of the hand riveter consist of hand riveting, calk- 
ing, and chipping on any class of plate, tank, or istructural work. 
Qualifications: The hand riveter must have had thorough practical experi- 
ence in the use of hand tools for riveting, chipping, and calking, in con- 
struction and repair work of all kinds on boilers, plates, tanks, structural 
steel frames, automobile frames and chassis. He must be thoroughly 
familiar with the use of drifts, reamers, hand reamers, holders on, and 
understand proper heating, riveting, and setting on any class of rivet 
work. 

BIVETEB, PNEUMATIC BAPID 

Description: The pneumatic riveter on boiler plate, ship plate, and on 
structural steel must be able to do all classes of riveting on steel plates 
over one-fourth inch thick. 
Qualifications: The pneumatic riveter must be able to operate skillfully all 
sizes and kinds of pneumatic hammers used In riveting. He should 
understand the proper drawing of rivets and the setting of Joints to 
make them water tight and steam tight. He must direct the work of rivet 
heaters, holders on, and rivet passers; 

BIVET HEATEB BABE 

Kindred Occupations: Blacksmith's helper; Riveter's helper. 
Description: The duties of the rivet heater are rivet heating in connection 
with structural-steel work, boiler making, automobile truck frames, and 
railroad locomotive or car shops ; or in shipbuilding. 
Qualifications: He must be capable ot operating all kinds of rivet-heating 
forges under all conditions and in difficult localities, and be able to 
maintain the forge at proper heat and deliver properly heated rivets to 
the riveter. He must be skilled in the rapid handling of rivets and in 
tossing or delivering them to the proper point He should have had 
similar experience with erecting, manufacturing, or railroad construction 
work, or in a shipyard. 

SAWTEB, METAL SHOP SEBOI 

Description: The duties of the sawyer in the metal shop are to cut off with 
a toothless disk saw material such as beams, angle irons, channel irons, 
and eyebeams. 
Qualifications: The sawyer must know the names, care, and use of the 
principal parts of the machine. He must be able to make all machine ad- 
justments, regulate speeds and feeds, and cut off stock to correct dimen- 
sions furnished either on drawings or by a layout man. He must be able 
to direct the work of helpers and should have had a similar experience 
in a ship shed, locomotive shop, or on structural iron. 
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SHEAB HAND (Boiler shop, blacksmith shop, or plate shed) SIBEIT 

Deseription: The duties of the shear hand are to run shears in the black- 
smith shop, boiler shop, or plate shed for the cutting of all kinds of 
stock used in the respective departments, 
dnalifloations: He should know the name, care, and use of the principal 
parts of the machine, should be able to set the machine and check up 
measurements in drawings and specifications. He must be able to order 
stock and know how to cut stock for various purposes. He should have 
had experience as a helper and should have had conedderable experience 
as a shear hand. 
Schooling: Common school. 



DRAFTSMAN, MDECHANICAL, GROUP 

For the purpose of this classification a mechanical draftsman will be- 
considered in a group as follows : 

Detailer. Tool Designer. 

Machine Designer. • Tracer. 

Mechanical Draftsman. 

detaheb dabby 

Description: The duties of the detailer are to draw in detail from the 
general drawing the parts of any given machine. 

Qualifications: He must be skillful in the use of the tee square, triangle, 
full set of drawing instruments, and the protractor. He must under- 
stand the relation of the mechanical drawing views ; must be familiar 
with common stocks of material, such as bolts, nuts, and washers^ 
and familiar with the standard sizes of drills, taps, and dies, and 
with the general principles of dimension drawings. He should know 
the commoh shop terms, such as drill, ream, tap, bore, grind, taper, 
face, and finish. He should be over 16 years of age. He should have- 
good health and exceptionally good eyesight. He should have had 
experience as a tracer. 

Schooling: Tfwo years in high school, preferably trade school or technical 
high school. 



UACHnrE DESIGNEB XAST 

Description: The duty of the machine designer is to design new machines- 
and machine attachments. 

Note. — In specifying a designer under this code, if special experience- 
is required, it will be necessary to specify with the code word the par- 
ticular type of machine or machine part to be designed. For example: 
Adding machine, automobile transmission, automobile steering gear. 
(Qualifications: The designer should be an experienced mechanical draftSr 
man (see Mechanical draftsman) ; should understand advanced pro- 
jecting, trigonometry, mechanics, strength of material, and the theory 
of design. He should be familiar with a standard text and reference 
book. He should have good health and exceptionally good eyesight. 

He should have had machine-shop experience and all-round factory 
experience, and must have a complete understanding of the working of 
the type of machine or machine part to be designed. 
Schooling: Not less than high school; he should preferably be an engi- 
neering graduate. 

Note. — In many cases the designer has grown up with the busi- 
ness and has obtained an equivalent to the schooling called for above 
without having attended any of the specified schoola 
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KECHANIGAL DBAETSKAN HAT 

Description: The daties of the mechanical draftsman are to make draw- 
ings of machines from sketches or from data furnished by the designer, 
dualifications: He must use skillfully the tee square, triangle, full set of 
drawing instruments, and protractor, and must understand the rela- 
tion of the Tiews of mechanical drawings and must be able to make 
layouts and developmi^nts, such as are used in sheet metal work. He 
must be familiar with the common stocks of materi^il, such as bolts, nuts, 
washers, and common sizes of stock iron and steel rods and bars, and 
familiar with the standard types and sizes of drill taps, dies, reamers^ 
and gear cutters* He must understand mathematics and mechanics 
so that he can make all calculationsi layouts, and developments, and 
know something of the principles of the strength of materiala He 
should be familiar with the use of reference books, such as hand books 
and catalogues. He should know the shop terms, such as drill, ream, tap, 
bore, grind, taper, face, and finish. He should know foundry and pattern 
room notations and be f amUiar with all drawing conventioos. He 
should be 18 years of age or over; should have good health and 
exceptionally good eyesight. 

He should have had experience as a tracer and detailer, and prefer- 
ably one to two years' machine-shop e^>^ience. 
Schooling: Not less than two years in high school or the equivalent, pref- 
erably trade school or technical high school. 

TOOL DESIGNER TENO& 

Description: The duties of the tool designer are to design special tools^ 
jigs, and fixtures, such as screws, machine fixtures, turret lathe fixtures, 
milling machine tools, boring bars, and stamping, forming, and drawing 
dies. 
Qnallfications: He must be a sldlled draftsman (see Mechanical drafts- 
man) and should have had experience as a machinist working on the 
types of machines for which he is to design tools. He should have good 
health and exceptionally good eyesight. 
Schooling: High-school graduate, preferably technical high school or college. 
Note. — In many cases tool designers have worked themselves up 
through the shop and drafting room and have acquired the equivalent 
of the specified schooling without having attended the school. 

TRACER TENSE 

Description: The duties of the tracer are to copy drawings by tracing 

them with ink on transparent cloth or paper. 
Qualifications: He should be able to use skillfully the tee square, triangle, 
ruling pen, bow pen, and compass pen. He should understand the rela- 
tion of mechanical drawing views and be familiar with the conventions 
and symbols for such things as screw threads and bolt heads. He should 
do accurate and rapid free-hand lettering; should be able to file blue 
prints; have a good knowledge of common and decimal fractions.^ He 
should know the common shop terms, such as drill, ream, tap, bore, 
grind, taper, finish, and face. May be a man or woman. He must have 
good health and particularly good eyesight. 
Schooling: Common school, preferably high school. 
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CHIPPEB, WELDING SHOP OB FOTTNBBY CHOBE 

Description: The duties of the chipper are to use either hand or pneumatic 

chisels in chipping away surplus metal. 
Qualifioatlons : The chipper should be skilled in the use of hand cold chisels 

and hammer, and in the use of pneumatic chipping machinery. He should 

be able to handle light or heavy worlc and to chip' to t comparatively 

smooth surface. 

€OBE MAKEB, GENEBAL CHUB 

Kindred Occnpations: Core maker's helper; Molder. 

Description: The core maker does core making of any kind and for any^ 
class of casting for which a core box is furnished. 

Qualifications: The core maker must be practically exi)erienced in general 
iron, brass, or steel foundry core making, with a thorough knowledge of 
materials, methods, and tools of the trade, and ability to make up small 
or large cores of green or dry sand, either molded or built up, both 
simple and intricate. Should know how to mix and make core stock 
and be familiar with coke or gas ovens for core baking. He should have 
had thorough experience in a large general iron or steel foundry or in a 
foundry of a large manufacturing plant. 

€TTPOLA TENDEB CHUCK 

Kindred Occupations: Foundry foreman; Iron founc^ry melter. 
Description: The cupola tender attends to the operation and maintenance 

of cupolas In an Iron foundry. 
Qualifications: The cupola tender must be thoroughly experienced and prac- 
tical, familiar with different grades of material used, and have a knowl- 
edge of proper beds for cupolas. He must be familiar with the propor- 
tion of fuel, iron, and flux producing different quantities and different 
grades of iron. He should be familiar with the lining up of cupolas and 
making minor repairs; must be able to determine the proper heat of 
weld for all grades of Iron mixtures; and must be able to tap off and 
run in ladles. He must be competent to take entire charge of the 
operation of a cupola for an iron foundry. He should have had like 
* experience in a general iron foundry or as cupola tender for a foundry 

or manufacturing plant. 

TOUNDBY HELPEB AHD LABOBEB PLASK 

As follows, Casting cleaner; Coke and coal heaver; Ladler; Pig breaker; 

Rattler; Rough grinder; Sand shoveler. 
Description: Foundry helpers and laborers do the general cleaning up and 

help in pouring, cupola tending, and handling of stocks. 
Quali'floatioiM:'»He^ should have good. physical, strengtti. and ability to stand 

heat. 

70Xnn)BY MAN, FOBEMAK PEED 

Kindred Occupations: Foundry man; Steel foundry man. 
Description: The foundry foreman has general supervision and operating 
charge of an iron or steel foundry. 
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Qualifications: The foundry foreman must be thorougUly experienced in all 
details of general foundry work and have had charge of a modern iron 
or steel foundry. He must be practically experienced in green and dry 
sand and loam molding and be familiar with all up-to-date foundry and 
cupola practice, with some knowledge of pattern making. He must 
possess good judgment in laying out work in a foundry according to draw- 
ings, the proper selection of materials, melting and mixing, direction, 
setting up and handling of large flasks on the floor, and the use of over^ 
head cranes. He must fully understand proper treatment and care of 
furnaces and cupola lining and relining. He should have a thorough 
knowledge of core work and building up large or intricate molds, and 
understand use of sand blast, tumbling, and pickling. He should have 
had experience as foreman in a foundry of an industrial plant or in 
charge of a steel or iron foundry. 

OEINDEB, BOUGH EMEEY, WELDING SHOP AND POTTNDEY GAY 

Description: The duties of the rough emery grinder in welding shop and 
foundry are to grind off all surplus metal left from chipping and weld- 
ing, to grind off sprew lugs, and to grind rough places on castings. 

Qualifications: The rough emery grinder must be able to dress and true 
emery wheels and keep the grinding stand In running order. He should 
have good health and strength. 

MELTEE, BEASS, POEEMAN HAEK 

Kindred Occupations: Brass-furnace tender; Mel ter. 

Description: The brass melter supervises the operation and maintenance of 
melting furnaces in a brass foundry. 

Qualifications: The brass melter must be thorouglily skilled in handling 
common muffle, crucible, and open-hearth furnaces, stationary or tilting^ 
and in melting special bronzes and common brass alloys, using coal, coke, 
gas, or oil fuel. He must possess a knowledge of various brass mix- 
tures, such as manganese bronze, bearing metals, government bronze^ 
general brass, and bronze castings, as well as antimony, zinc, and lead 
metals. He must be capable of producing definite alloys from specified 
proportions and of judging of compositions of various brass metals. He 
should have had experience as brass foundry furnace operator in an 
industrial concern. 

MELTEE, OPEN-HEAETH MAEEY 

Kindred Occupations: Foreman; Foundryman; Heater; Steel converter 

man; Steel mill melter. 
Description: The open hearth melter attends to the operation and main- 
tenance of open-hearth furnaces in a steel foundry. 
Qualifications: ^he open-hearth melter must be thoroughly experienced in 
operating regenerative open-hearth furnaces for melting steel in the 
manufacture of steel castings, using oil or producer gas fuel. He must 
have a working knowledge of different mixtures of iron and scrap and 
of making the final addition to the metal; capable of determining when 
the metal is properly melted and ready to pour so that it will make 
satisfactory steel castings of predetermined composition. He should be 
capable of making minor repairs to the open-hearth furnace, keeping 
it in good condition, and should be familiar with the operation of oil 
burners and main gas and air valves. He should have had similar ex- 
perience in a steel foundry making high-grade general castings or in a 
steel mill. 
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MOLDEB, IBOK AND BBASS (Bench and small floor castings) MABSH 

Kindred Occupations: Foundry worker; Molder's helper; Steel foundry 

molder. 
Description: The bench iron and brass molder does foundry work on molds 

for iron or brass castings on all sizes and shapes of castings. 
Qualifications: Tlie iron and brass molder must be- a thoroughly experi- 
enced practical molder on miscellaneous and moderately large iron and 
brass foundry work. He should have thorough knowledge of general 
foundry practice and be able to produce first-class work for simple or 
intricate castings. He should be familiar with the nature of molding 
sands, able to mix the same, and make dry-sand facing washes. He should 
understand core making and setting, gating, and sprew placing for best 
results. He must be familiar with lifting and handling small and medium 
size molds, and should have some knowledge of the use of molding 
machines and best mixtures of sand, and have a knowledge of the cast- 
ing temperatures of iron and brass. He should have had thorough ex- 
perience in some conunercial foundry. 

HOIDEB, LABGE FLOOB CASTINGS MABT 

Description: The floor molder erects molds for castings large enough to 
require crane ladles. 

dualifications: The floor molder of large castings must thoroughly under- 
stand the placing of molds and the setting of cores so as to obtain the 
best results in casting. He should thoroughly understand the placing 
of the molds so as to bring in all the parts of the castings that are to be 
machined in such position that they will not accumulate the slag or other 
impurities of the iron. He must be able to direct the worl? of helpers, 
know how to handle large masses of molten iron, and have a thorough 
mastery of sweep pattern making. He should have had experience as a 
helper and a journeyman molder, sufficient to handle such work as 
machine tool beds, cast columns, and heavy engine beds and fly wheels. 

Schooling: Common school. 

JCOLDEB, STEEL MASH 

Kindred Occupations: Brass foundry molder; Iron foundry molder; 

Holder's helper. 
Description: The steel molder does steel foundry work on molds for semi- 
steel or steel castings. 
Qualifications: The steel molder must be a thoroughly experienced practical 
molder for small or large steel castings for any purpose. He should 
have comprehensive knowledge of general steel-foundry practice, and be 
able to produce first-class work for simple or intricate castings. He 
should be familiar with the nature of molding sands and core sands and 
their mixing, especially for steel castings, and understand mixing face 
washes. He should be thoroughly experienced in the making, setting, 
and supporting of cores of all kinds, and proper gating, sprewing, and 
lifting and handling molds. He should be capable of building floor molds 
and should understand the use of pneumatic rammers. He should have 
some knowledge of furnace mixtures and proper casting temperatures 
for desired results. He should have had general experience in a commer- 
cial steel foundry, or foundry of a large manufacturing plant, or in a gen- 
eral iron foundry. 

TATTEBN MAXEB, HETAL PEAT 

Description: The duties of the metal pattern maker are to make metal 
forms by the use of which the foundry man shapes the mold for the pur- 
pose of producing metal castings. 
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Quallfleations: The metal pattern maker must know the foundry require- 
ments of the pattern; must be able to work from drawings sufficiently 
well to make all pattern layouts from the ordinary shop drawings. He 
should be able to scrape, file, chip, drill, solder, and do lathe work, mill- 
ing-machine work, planer work, and drill-press work. He should under- 
stand pattern gauging and the making of metal core boxes. He should 
be thoroughly familiar with all types of wood pattern making. He should 
have good strength and ordinary health and endurance. He must have had 
experience as an apprentice and as a Journeyman metal pattern maker. 

Schooling: Common school; preferably trade school or technical high school. 

TATTBEN MAKER'S HELPER OR APPRENTICE, METAL PECK 

Description: The duties of the metal pattern maker's helper are to make 
various parts of metal patterns under the direction of the pattern maker 
foreman or any skilled metal pattern maker. 
Qualifications: The metal pattern maker's helper must be over 16 years of 
age and have shown a liking for the pattern-making trade, either being 
able to read mechanical drawings and do necessary mathematical cal- 
culations or have a willingness to pursue an independent line of studies 
along these lines. He must have good health, ordinary strength, and 
endurance. 
Sohoollng: Common school ; preferably trade school or technical high school. 

PATTERN MAKER'S HELPER OR APPRENTICE, WOOD PEDAL 

Description: The duties of the pattern maker's helper ar^ to make various 
parts of wood patterns under the direction of the pattern maker and to 
assist him in getting out stock. 
Qualifications: The pattern maker's helper must be over 16 years of age and 
have shown a liking for the pattern-making trade, either being able to 
read mechanical drawings and do necessary mathematical calculations 
or have a willingness to pursue an independent line of studies along 
these lines. He must have good health, ordinary strength, and endur- 
ance. 
Schooling: Common school ; preferably trade school or technical high school. 

PATTERN MAKER, WOOD PEEL 

Description: The duties of the wood pattern maker are to make the wooden 
forms by the use of which the foundryman shai)es a mold for the pur- 
pose of producing metal castings. 
Qualifications: As a woodworker the pattern maker must be an all-round 
skilled man in the use of common bench, woodworking, and turning 
tools, and in the operation of such woodworking machinery as the jointer, 
planer, circular saw, band saw, disk sander, and special core-box ma- 
chinery. He must know the best kind of wood to use In any given pat- 
. tern. He must understand draft and shrinkage as applied to pattern 
making and must have a thorough knowledge of the most complex 
mechanical drawings, so that he will be able to make a pattern drawing 
sketch from the shop drawing. He must understand core making and the 
allowance for core and core print In the construction of the pattern. 
He must be resourceful and able to determine quickly the best method 
of making the pattern. He must know pattern finishes and the care of 
finishing material and brushes. He must have good health, ordinary 
strength, and endurance. He must have had experience as a journey- 
man pattern maker. 
Schooling: Common school ; preferably technical high school or trade schooL 
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INSPECTOR OF FINAL ASSEMBLY IDLEK 

Description: The duty of the inspector of final assembly is to check the 
assembling of all parts entering into the finished product 

dualifications: The inspector of final assembly should be able to read 
drawings ; should check all adjustments and understand tight, loose, and 
running fits ; should know the requirements of machine finish and should 
know the importance of lock nuts, cotter pins, and similar devices and the 
general details of construction. 

Note. — In specifying an inspector of final assembly it is necessary to 
use, with the code word, the name of the particular kind of machine 
that is to be inspected. 

Schooling: Common school. 

INSPECTOE OF HAGHINE PARTS INDEX 

Description: The duties of the inspector of parts are to check all meas* 
urements with the drawings, to check all errors in machining and of 
flaws in material. 
Qualifications: The inspector of parts must use the standard measuring 
tools, such as scales, calipers, micrometers, verniers, combination squares, 
protractors, plug, snap and special gauges and test fixtures. He should 
read drawings and be able to check drawing measurements. He must 
understand machine finish and adjustment of all pieces that he is 
inspecting. 

Note. — ^When a specification is placed under the general heading of 
" Inspector of machine parts " it is understood that the inspector under- 
stands the use of standard measuring tools, but that the employer will 
give the necessary information concerning all special gauges and tools 
and the mechanical requirements of all pieces to be inspected. 
Schooling: Common school. 

INSPECTOR, ROTTGH STOCK IDLY 

Description: The duties of the rough-stock inspector are to inspect all 
stock, such as plate stock, bar stock, forgings, and castings before they 
are delivered to the fabricating department. 
Qualifications: The rough-stock inspector should be thoroughly familiar 
with castings, forgings, galvanizing, and plating. He should have a 
thorough knowledge of hot and cold rolled steel, machinery steel, and 
tool steel, and should be able to check sizes and determine whether or 
not they correspond to specifications. He should have had similar 
experience in a foundry and blacksmith shop, also in gas and electric 
welding department. 
Schooling: Common school, preferably some technical training in the 
physical properties of metal. 
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MACHINE ASSEMBLER. ERECTOR. AND FITTER GROUP 

XACEIHE ASSEXBLEB KATCK 

The assembler is defined in this description as one who puts together the 
pieces that compose a part of, or all of, a machine. He is not supposed 
to remove stock more than to file off burrs or tool blemishes. 

UuaUfloatioiii: The assembler must learn the proper use of screw drivers, 
wrenches, and other assembling tools. 

Note. — It is underBtood that if a specifioation ealls for an assembler, 
under the general heading of "Machine assembler," the employer is 
prepared to, and expects to, give the necessary training for the work 
desired. 

If an assembler for any particular machine or machine part is desired, 
the name of the machine or the part must be given with the code word 
for machine assembler. 

ICAOHINE EBECTOB MATS 

Description: In this description of occupations the machine erector is de- 
fined as one who makes the final assembly of a machine at the place of 
operation — ^such machinery as is usually shipped " knocked down " and 
assembled on a permanent foundation. 
Qualifications: The machine erector should be able to read drawings suf- 
ficiently well to get a full understanding of all mechanical require- 
ments. He should be qualified to take full charge of mounting and 
installing such machinery as large stationary engines, pumps, hoisting 
and mining machinery. He should be able to direct the work of helpers, 
set up and operate all portable and hand cranes, should be able to 
direct the work of power cranes, should have suflicient kaowledge of 
the use of the machinery which he is erecting to put into complete oper- 
ation and conduct the first working tests. 
Schooling: Prefer^ly high school or some general technical training. 
Note. — ^When a machine erector is wanted for the erection of any par- 
ticular type of machinery, the name of that particular type of machinery 
should be added to the code word for the machine erector. 

MACHINE FITTEB MATXB 

Description: The machine fitter is defined in this classification as one who 
puts together medium-size or light machine parts and is able to fit, file, 
scrape, and ream where necessary to make the proper mechanical 
.adjustments. 
dnalifioations: The machine fitter must be able to apply the necessary test 
to keep his work in alignment and be able to adjust tight, loose, and 
running fits* He should read drawings sufficiently well to order all stock 
and tools for assembling the specified machine parts and to get a 
complete understanding of all mechanical requirements. 
Schooling: Common school. 

MACHINE HAND GROUP 

. [For explanation of " hand " as used herein see prefatory statement and directions for 
usiBg descriptions and code words, pages 2 and 3.} 

Description and Qualifications: For the purpose of this description of occu* 
pations a machine hand is defined as one who has mastered the operation 

87064—18 4 29 
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of the specified machine so that he can select and use the necessary 
standard tools to produce single parts. For example : Lathe hand, shaper 
hand, etc., indicates that a person ' bearing that title has complete 
mechanical mastery of those individual machines. One person may 
qualify on several machines. When he has qualified on the standard 
types of machines, including the lathe, milling machine, shaper, 
planer, drill press, and grinder, and has mastered bench and assembly 
erecting work, he Is qualified as a journeyman, or all-ronnd machinist. 
A machine hand must read drawings sufilciently well to get from the 
shop blue print a full understanding of all mechanical requirements. 
SchooliiLg: Common school; preferably high school. 
Machine hands are described as follows r 

Bench hand. Machine hand, special. 

Boring-mill hand, horizontal Milling-machine hand, plane miller. , 

mill. Milling - machine hand. Universal 
Boring-mill hand, yertical miller. 

mill. Planer hand. 

Drill-press hand. Screw-machine hand. 

Grinder hand. Shaper hand. 

Lathe hand, engine lathe. Turret-lathe hand. 

BENCH HAND, OFFICE APPLIANCE MACHINES BECK 

Description: The bench hand on ofilce appliance machines is one who puts 
together and adjusts such machines as typewriters, adding machines^ and 
comptometers. 

Qualifications: He should be able to read drawings, be thoroughly familiar 
with all the small assembling and lay-out tools, such as wrenches, files, 
scrapers, taps, dies, and hand drills; should be able to do soldering; 
must be able to make fine machine instrument adjustments ; and should 
be familiar with the requirements of the various office appliances. He 
should be able to grind and oilstone common hand tools and should 
have had considerable experience in assembling appliances in either type- 
writer, adding machine, or comptometer factory. 

Schooling: Common school; preferably high school. 

BENCH HAND ON SUCH WORK AS AtTTO PARTS AND GAS ENGINES BLAST 

The bench hand in this classification is defined as an all-round workman 
in light and medium size bench and assembly work. 

Unalificatioiui: The bench hand should know the uames» care, and use of 
the common tool-room tools. He should use skillfully the assembling 
layout and fitting tools, such as wrenches, files, scrapers, chiisels, hack 
saws, parallel strips, V blocks, taps, dies, hand reamers, hand drills, 
breast drills, soldering ci^pers, blow torch, and fire pot. He must be 
familiar with machine adjustments and be able to adjust tight, loose, 
and running fits, and do chipping, filing, scraping, babbitting, soldering, 
and layout work; and use care and judgment in adjusting parts. He 
should be able to grind and oilstone the common hand tools, and to read 
drawings sufficiently well to obtain from the shop blue print a complete 
understanding of all mechanical requirements. The bench hand should 
have good eyesight. 

Schooling: Common school; preferably high school. 
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BOEING MILL HAND, HOBIZONTAL KILL BLAZX 

Description: The horizontal boring mill hand is defined in this classifica- 
tion as one who can do all classes of work on a horizontal boring milL 

Qualifications : The boring mill hand should know the names, care, and 
use of the principal parts of the machine and the machine attachments. 
He should use skillfully the scale, square, Inside and outside calipers, 
micrometers, combination squares, dividers, center gauge, height gauge, 
depth gauge, and vernier. He must be familiar with the special types 
of drills, reamers, boring bars, and with the jigs and forms supporting 
boring bars. 

He should read drawings sufficiently well to obtain from the blue 
print a complete understanding of all mechanical requirements. He 
should have good eyesight, general good health, and ordinary strength. 

Schooling: Common school ; preferably high schdol. 

BOBINO MILL HAND, YEBTICAL MILL BLEAK 

Description: The vertical boring mill hand is defined in thiaclassification 

as one who can do all classes of vertical boring mill work. 
Qnaliflcations: The vertical boring mill hand should know the names, care, 
and use of the principal parts of his machine, should know the names, 
care, and use of the standard tool-room tools and should use skillfully 
the scale, square, inside and outside calipers, dividers, combination square 
and vernier. He must know how to chuck face, turn, bore, and ream. 
Hq should be able to read drawings sufficiently well to get a thorough 
understanding of all mechanical requirements. 

He should have good eyesight, general good health, and ordinary 
strength. 
Schooling: Common school; preferably high school. 

• ' 

DBILL PBESS HAND DEEB 

Description: It is the duty of the drill press hand to do all kinds of drill 

press work considered under the divisions given below. 
Qualifications: The drill press hand should know the names. of the principal 
parts pf the machine, such as table, base, and upright. He should know 
the name, care, and use of the common tool -room tools and machine 
attachments. He should use skillfully the scale, sqpare, center gauge, 
inside and outside calipers, thread gauge, micrometer, combination 
square, depth gauge, height gauge, surface gauge, and vernier. 

He should be able to do skillfully drilling flat and circular work, 
boring, countersinking, facing, reaming, jig work, and tapping. He 
should have a good understanding of sharpening . drills, counterbores, 
reamers, and taps. 

He should read drawings sufficiently well to obtain a complete under- 
standing of all mechanical requirements. 
He should have good health and ordinary strength. 
Schooling: Common school; preferably high school. 

DBILL PBESS HAND, GEABED OB BADIAL DBILL DABX 

Description: This drill press hand operates a larg^ upright geared and 

radial drill press. 
Qualifications: The same as for generid drill 'press hand bat should have 

had all-round experience on large geared upright and radial drill 

presses. 
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DRILL PRESS HAND, SENSITIVE DRILL DABE 

Description: The drill press hand, sensitive drill, operates a sensitive drill 
on small work, ordinarily using drills not over three-fourths of an inch 
in diameter. 
Qualifications: In addition to having a general knowledge of the drill 
press, the sensitive drill press hand should be able to manipulate Jigs 
skillfully, place the work with care into the jig, and when drilling small 
holes, with or without the jig, to feed the machine sensitively in order 
to prevent drill breakage. He should understand the necessity of keep- 
ing the jig and drill table free from chips and should be able to so 
manipulate the work as to insure long life to the tools used. 

VLOOB HAND FILK 

Description: The duties of the Hoor hand as defined in this description 
of occupations are to put together machines or machine parts of such 
a size that the assembly is made on the floor instead of on the bench, 
all work being done in the shop where the machine is manufactured. 

Qualifications: The floor hand should know the names, care, and use of all 
common tool-room tools ; should use skillfully assembling, layout; and 
fitting tools, such as wrenches, files, scrapers, chisels, hack saws, paral- 
lel strips, V blocks, taps, dies, hand reamers, hand drills, breast drills, 
soldering coppers, blow torches, levels, and trammel points. He must 
be familiar with machine adjustments and be able to make tight, loose, 
and running fits, must do chipping, filing, scraping, babbitting and gen- 
eral layout work. He must have special skill in adjusting all machine 
parts, should be able to grind and oilstone common hand tools, must be 
able to direct the work of hand and power cranes, must be able to 
read drawings sufficiently well to get an understanding of all the me- 
chanical requirements. He should have had exi)erlence In the erection 
of the larger type of machines, such as laj'ge machine tools, large sta- 
tionary, hoisting, pumping, and power engines and mining machinery. 

Schooling: Common school; preferably high school. 

GRINDER, HAND 

Description: A grinder hand Is defined In this classification as one who 

can do one or more of the classes of work Indicated below. 
Qualifications: The grinder hand should know the names, care, and use 
of the principal parts of the grinder, such as bed, carriage, spindle, and 
index. He must use skillfully the scale, square, center gauge. Inside and 
outside calipers, micrometer, bevel protractor, height gauge, depth 
gauge, and surface gauge. 

He should * be able to do skillfully plane cylindrical grinding or 
horizontal and vertical surface grinding and Internal grinding. He 
should be able to trim, balance, and dress grinding wheels. 

The grinder hand should read drawings sufficiently well to obtain from 
the shop blue print a complete understanding of all mechanical require- 
ments. 

EXTERNAL GRINDER HAND EXE 

GAUGE GRINDEE HAND GAZED 

INTEENAL GBINDEB HAND IDOL 

SURFACE GKINDEB HAND SERVE 

TOOL AND CUTTER GRINDER HAND TENT 
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LATHS HAND, EN0INE LATHS 

Desoription: A lathe hand is defined in this classification as one having 
mastery of all types of lathe work as indicated in the three groups 
given below. 

Qnaliflcations: A lathe hand should know the names, care, and use of 
the principal parts of the machine, such as bed,' head stock, tail stock, 
carriage apron, saddle, compound rest. He should know the names, 
care, and use of the common tool-room tools and machine attachments. 
He should use skillfully the scale, square, center gauge, inside and out- 
side calipers, thread gauge, micrometer, and combination square. He 
fiihould bo able to do quickly and accurately, turning, boring, drilling, 
steady rest and following rest work, reaming, chucking, face plate work, 
taper turning, thread cutting, knurling, and polishing; and should be 
able to grind and oilstone tools. He should read drawings sufficiently 
well to obtain from the shop blue print a complete understanding of the 
mechanical requirements. He should have good health and strength. 

Schooling: Common school; preferably high school. 

For the purpose of this standardization engine lathe hands are classified 
relatively with regard to the size of the machine and the work they 
are doing. 

BENCH LATHE HAND BLEED 

A man having the standard qualifications for an engine lathe hand and 
whose work is on a bench lathe producing parts similar to those required 
for instruments and small tools. Besides having the regular lathe hand 
qualifications, he should be able to use the grinding attachments. ' 

ENGINE LATHE HAND— XJNDEE 16-INCH ELAN 

An engine lathe hand with standard qualifications (see lathe hand, engine 
lathe) who ordinarily works on floor lathes ranging up to 16-inch swing, 
and who is qualified to work on parts of the size and variety similar to 
automobile and small gas engine work. 

ENGINE LATHE HAND— 16-INCH AND OVE& ELATE 

An engine lathe hand witli standard qualifications (see lathe hand, engine 
lathe) who works on lathes ranging over 16-inch swing, machining such 
work as heavy locomotive parts, large pump parts, mining machinery, 
and marine engine parts. 

KACHINE HAND, SPECIAL MESS 

Description and Qualifications : For the purpose of this description of 

occupations it Is understood that the machine hand qualified for the 

following machines Is skilled In the use of measuring tools, such as 

scales, Inside and outside calipers, micrometers, combination squares, 

bevel protractors, plug, snap, and special gauges; and knows the care 

and use of standard tool-room tools. He must read drawings sufficiently 

well to obtain a complete understanding of all mechanical requirements. 

In addition to this knowledge he must have a thorough mechanical 

mastery of the specified machine. He should have good health and 

strength. 

Note. — In specifying a special machine hand under this code it will 

be necessary to use a code word indicating the special machine for 

which a hand is desired. 

If a machine hand is desired for any machine not given in this list 

the name of the machine should lie added to the code word for " machine 

hand,* special." 
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BBOWH A SHABPE GEAB SHAPEB HAKD BLXHX 

7BLL0WS OEAB SHAPEB HAHD FEEL 

GLEASON'S GEAB SHAPEB HAHD GEA& 

QOVLD A EBSBHABBT GEAB 8SAP1B HAHB GBX 

JTOITBNAL BEABIHG XACHINE HAND JAX 

SLOTTEB HAHD SET 

XZLLIHG XACHIHE HAHD, PLAHE XULEK XAVL 

Betcriptioii: The plane milling machine hand in this dawiflcatlon is one 

who can do plane milling on all kinds of milling machines. 
QnaUfloatio&s: The plane milling machine hand should know the names, 
care, and use of the principal parts of the machine, such as table, bed, 
cone, spindle, overarm, arbor, arbor trace, and collet 

He should know the names, care, and use of all common tool-room 
tools. He should use skillfully the scale, square, center, gauge, inside 
and outside calipers, height gauge, and depth gauge. He should be able 
to do accurately and quickly plane horizontal milling, slotting, sawing, 
end milling, vertical milling, taper milling, drilling, boring, and reaming, 
cut and slot bolt heads and do cam milling. He should read drawings 
sufficiently well to obtain from the shop blue print a complete under- 
standing of all mechanical requirements. 
He should have good eyesight and good health. 
Schooling: Commoh school; preferably high school. 

MIIIING MACHIITE HAND, TTlTlV^BSAt. Hi;;LLEB ^ tflATTVE 

Description: A universal milling machine hand in this classification is one 
who can do plane and universal milling on all kinds of milling machines, 
dualiflcations: The universal milling machine hand should know the names, 
care, and use of the principal parts of the machine, such as table, bed, 
cone, spindle, back gear, overarm, arbor, arbor trace, dividing head, and 
collet. He should know the names and use of common tool-room tools. 
He should use skillfully the scale, square, center gauge, inside and out- 
side calipers, micrometer, thread gauge, combinatl<9i square, bevel 
protractor, height gauge, depth gauge; and he should be able to do 
quickly and accurately plain horizontal milling, slotting, sawing, end 
milling, vertical milling, taper milling, drilling, boring, reaming, plain 
and compound, indexing, as applied to bolt heads, nuts, straight fluting, 
stagger fluting, and spiral fluting; graduating, gear cutting, rack cut- 
ting, bobbing, cam milling. 

He should read drawings sufficiently well to obtain from the shop 
blue print a complete understanding of the mechanical requirements. 
He must have good eyesight and good health. 
Schooling: Common school; preferably high school. 

PLAKEB HAKD 

Defloription: A planer hand in this classiflcation is defined as one who can 

do all kinds of work on a planer, subject to the two divisions of plane 
work given below. 
Qnaliflcations: The planer hand should know the names of the principal 
parts of the machine, such as b^, uprights, t«nble, or platen, cross head 
nml headways. He should also know the names, care, and use of the 
common tool-room tools and the special machine attachments. He should 
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* be able to do quickly and accurately plauiitg, horixcmtal and vertical 
surfaces, taper planing, slotting, key seating, and circular planing. He 
should be able to grind all planer tools. He should have good eyesight 
and be physically strong. 
Schooling: Common school; preferably high school. 

PLAKEK HAHD ON PUUTEKS VP TO 86-INCH G&OSft HEAD POVNB 

PLANEB HAND ON PLANEKft OVSE S4-ZNCH CROSS HEAD PEEK 

PUNCH PKESS HAND 

Description: The duties of the punch press hand are to set up dies, make 
all machine adjustments, and run punch presses for all kinds of work 
usually done on a punch pvem§. 

Qualifications: He should know the name, care, and use of the principal 
parts of standard punch presses, must especially know how to use all 
safety and controiUng devices. Must be able to order all stock, to 
check all punchings with the drawings and specifications, and take full 
charge of setting up dies and checking dies and fixtures In and out 
of the tool room. He should have had considerable experience as a 
punch press operator and have done some work as a punch in*e8s.hand» 

Schooling: Ck>mnM>n school. 

PTJNCK PEE88 HAND PLATE 

PuDChings and stampings similar to those made in the manufacture 6t 
typewriters^ Adding machines, and comptometers. 

PITNCH PRESS HAND PLUG 

On work similar to that made up for general automobile parts, crank 
cases, and all general heavy punching and drawing work. 

SCREW-MACHINE HAND, HAND AND AUTOMATIC MACHINES SHOAL 

Description: For the purpose of this description of occupations it is under* 
stood that an screw machine hands have the following general quali- 
fications : 

(Qualifications: The screw machine hand must read drawings, know the 
names, care, and use of the principal parts of the machine and of the 
common tool-room tools. He should be skilled in the use of the measur- 
ing tools, such as scales, inside and outside calipers, micrometers,, and be 
familiar with plug, snap, and special gauges; also thread gauges. 

In addition to this he must be able to do all kinds of work usually 
done on the machine, including the set-up. 

Schooling: Common school; preferably high school. 

Note. — In specifying a screw machine hand under this group it will he 
necessary to use the code word in the following list indicating the 
machine for which the hand is desired. 

If a screw machine hand is wanted for a machine not given in this 
list add the code word for screw machine hand to the name of the 
special machine for which the hand is desired. • 

A UTOMA TIC SCREW MACHINE HAND 

ACME AUTOMATIC SCREW MACHINE HAND ADAPT 

BROWN A SHARPE AUTOMATIC SCREW MACHINE HAND BLESS 

CLEVELAND AUTOMATIC SCREW MACHINE HAND • CRUDE 

DAVENPORT AUTOMATIC SCREW MACHINE HAND DART 
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ORIBLET AVTOXATIC SCREW MACHINE HAND OEHT 

NEW RRITAIN AUTOMATIC SCREW MACHINE HAND NAP 

WARNER & SWASEY AUTOMATIC SCREW MACHINE HANB WAKE 
SCREW MACHINE HAND, HAND MACHINE 

ACME SCREW MACHINE HAND, HAND MACHINE ADDER 

BROWN & SHARPE SCREW MACHINE HAND, BLIND 

HAND MACHINE 

CLEVELAND SCREW MACHINE HAND, HAND MACHINE CHURN 

DAVENPORT SCREW MACHINE HAND, HAND MACHINE DASH 

ORIDLEY SCREW MACHINE HAND, HAND MACHINE GHOST 

NEW BRITAIN SCREW MACHINE HAND, HAND MACHINE NASAL 

WARNER & SWASEY SCREW MACHINE HAND, WAXEN 

HAND MACHINE 

8HAPER HAND SEW 

Description: A shaper hand is employed to do all classes of shaper work, 
such as shaping regular, horizontal, and vertical surfaces, taper planing, 
irregular shaping, slotting, key seating, shaping on centers, rack cutting. 
Qualifications: The shaper hand should know the names, care, and use 
of the principal parts of the machine, such as column, ram, cross rail, 
table, cone, extension base, back gears, gear box; stroke index, tool head, 
cross feed, vertical feed. 

He should know the names, care, and use of the common tool-room 
tools and machine attachments. He must use skillfully the scale, square, 
center gauge, inside and outside calipers, micrometers, thread gauge, com- 
bination square, bevel protractor, height gauge, and depth gauge. 

He should read drawings suthciently well to obtain from the shop 
blue print of any given piece of work a complete understanding of the 
mechanical requirements. He should be able to grind all shaper tools. 
Schooling: Common school; preferably high school. 

TURRET LATHE HAND THROW 

Description: For the purpose of this description of occupations it is under* 
stood that a turret lathe hand has the following general qualifications: 
Qualifications: The turret lathe hand must read drawings sufficiently well 
to get a thorough understandinig of all mechanical requirements. He 
must know the names, care, and use of the principal parts of the 
machine and the machine attachments. He must know the names, 
care, and use of all standard tool-room tools, and must use skillfully 
such measuring tools as :icales. Inside and outside calipers, Inside and 
outside micrometers, combination . square, bevel protractor, snap, plug, 
and special gauges and thread gauges. 

He must use skillfully all standard tool post and turret tools. He 
must do chucking, facing, boring, drilling, reaming, and turning; must 
be familiar with the use of special boring bars, drills, reamers, and 
taps. In addition to this general knowledge he must be able to order 
and set up the tools for any given piece of work on the specified machine. 

Note. — In speciifying a turret lathe hand under this description it is 
necessary to use the code word indicating the special machine for which 
a hand is wanted. 
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If a turret lathe hand is wanted for a machine not given in this group, 

add the code word for turret lathe hand to the name of the machine for 

which a hand is wanted. 

. aiSHOLT TXm&ET LATHE HAND QZANT 

I 

JOHES A LAM80H TXTBKET LATHE HAND JAP 

LIBBT TTTBBET LATHE HAND LATOH 

KONITOB TTTBBET LATHE HAND XAW 

POTTEB A JOHNSTON TUBBET LATHE 9AND PEG 

STEINLE TTTBBET LATHE HAND SEWEB 

MACHINE OPERATOR GROUP 

[For explanlition of ** operator " as ased herein see prefatory statement and directions 
tor using descriptions and code words, pages 2 and 8.] 

MACBJaSCE OPEBATOB KAY 

Description: For the purpose of this classification of occupations the ma- 
chine operator is defined as one who uses a special or standard set of 
tools on the specified machine for the malting of a single part or group 
of parts, in duplicate. 

Qualifications: The machine operator must know how to stop and start the 

machine ; ' must know how to control the feeds and speeds and oil all 

. . necessary parts. He should know how to use all snap and plug gauges 

and all special gauges. It is desirable that he know how to use the 

scale, inside and outside calipers, and micrometers. 

Note. — In specifying an experienced operator for any machine for which 
a code word is not given it is necessary to add the name of the machine 
to the code word for machine operator. 

It is understood that if the specification uses only the code word for 
machine operator the employer is prepared to, and expects to, give the 
necessary training to fit the person for the particular machine to be 
assigned. 

AVTOMATW SCREW MACHINE OPERATOR 

ACKE At7T0MATIG SCBEW MACHINE OPEBATOB ADDLE 

3B0WN & 8HABPE AUTOMATIC SCBEW MACHINE OPEBATOB BLOOM 

CLEVELAND AUTOMATIC SCBEW MACHINE OPEBATOB CHUTE 

DAVENPOBT AUTOMATIC SCBEW MACHINE OPEBATOB DATE 

GBIDLET AUTOMATIC SCBEW MACHINE OPEBATOB ' GIBE 

NEW BBITAIN AUTOMATIC SCBEW MACHINE OPEBATOB NAT 

WABNEIt & SWASE7 AUTOMATIC SCBEW MACHINE WALK 

OPEBATOB 
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MACHINE OPBMUTOa, HAND SCREW MACHINE 
▲cm 8CBSW MACHINE OPSaATaE, KAJH> XACHUHE ADISIT 

BROWN & SHABPE SCBEW MACHINE OnBATOB, BLTTE 

HAND MACHINE 

CLEVELAND SCBEW MACHINE »PEBATOB| HANB MACHINE CIDEB 

DAVENPOBT SCBEW MACHINE OPEBAIOB, HAND MACHINE DATEB 

OBIDLEY SCBEW MACHINE OPEBATOB, HAND MACHINE 0IDD7 

NEW BBITAIN SCBEW MACHINE OPEBATOB, HAND MACHINE NATAL. 

WABNEB & SWASEY SCBEW MACHINE OPEBATOB, WALL 

HAND MACHINE 

• 

PUNCH PBESS OPEBATOB 

Description : The duties of the punch press operator are to ^run a punch 
preite for stamping and drawing after the dies have been set and adjusted 
by another. 

dualiiloations: The puncli press operator must be thoroughly familiar with 
the controlling and safety devices found on standard punch presses. He 
must understand the method of feeding the stock into dies and know the 
necessity for keeping the stock well lubricated. 

PUNCH PBESS OPEBATOB . PLOT 

Punchings and stampings siinilar to those made in the manufacture of 

typewriters, adding machines, and comptometers. 
PTTNCH PBESS OPEBATOB PLUSH 

On work similar to that made up for general automobile parts, crank 

cases, and all general hea\'y punching and drawing work.- 

MACHINE SETTER GitOIIP 

[For explanation of ** machine setter " as nsod herein see prefatory statement and direc- 
tions UfT utAsug descriptioBiB md code irerd«» pages 2 and 8.] 

XACHINE SETTBB XISEB 

Description: For the purpose of this classification of - oceupattons the ma- 
chine setter is defined as one who by actual operation of the machine 
has learned the detail of setting a special machine and adjusting and 
manipulating the tools. 
Qualifications: The madiine setter must be able to read mechanical draw- 
ings and to order all the tools and materials necessary for any given 
piece of work. He mogt know the name, care, and use of the principal 
parts of the machine and of all the common tool-room tools. 

He should be able to use skillfully the inside and outside calipers, mi- 
crometers, thread gauges, plug, snap, and special gauges necessary to 
check all measurements. 

• He should be qualified to teach the operator how to manlpuUite the 
machine and tools for any specified piece of work. The machine setter 
usually sets and supervises the work on several machines. He must 
have good eyesight, good general hearth and strength. 
Schooling: Common school. 

Kotc. — ^In ordering a machine setter under this code it win be neces- 
sary to use the code word indicating the special machine that is to be set. 
If a machine setter is desired for which a code word is not given, the 
name of the machine must be added to the code word for machine setter. 
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AUTOMATIC aCMUtW MACMtNE ShTTBR 

ACXS ATTTOXATIC SCKEW KACHINE SETTER ADMIT 

BBOWH A 8HARPE AVTOXATIC ftCBSW XAOHINE SETTER BOARD 

CLEVELAHI) ATTTOXATIC SCREW XACHIHE SETTER CIGAR 

DAVENPORT ATTTOXATIC SCREW XACHIVB SETTER DAITB 

GRIDLEY ATTTOXATIC SCREW XACHIHE SETTER GI7T 

HEW BRITAIH AUTOXATIC SCREW XACHIHE SETTER HAVAL 

WARHER A SWASEY ATTTOXATIC SCREW XACHIHE SETTER WAHD 

SCREW MACHtNE SETTER, HAND MACHINE 
ACXE SCREW XACHIHE SETTER, HAHD XACHIHE ADOPT 

BROWH 4b SHARPS SCREW XACHIHE SETTER, BOAST 

HAHD XACHIHE 

CLEVELAHD SCREW XACHIHE SETTER, HAHD XACHIHE CIHCH 

DAVEHPORT SCREW XACHIHE SETTER, HAHD XACHIHE DATTHT 

GRIDLEY SCREW XACHIHE SETTER, HAHD XACHIHE GLIB 

HEW BRITAIH SCREW XACHIHE SETTER, HAHD XAII^XIHE HAYY 

WARHER A SWASEY SCREW XACHIHE SETTER, WAHE 

HAHD XACHIHE 

MACHINIST GROUP 

XACHIHIST, JOTTRHEYXAH OR ALL-ROTTHD XAZE 

Deseription : A machinist, cifiBsified as a jourueyman or all-round ma- 
chinist, Is employed in the construction and repair of the metal portions 
of all types of machines and tools. ^ 

dualificatlons: He should read drawings to the extent of making orders 
for materials, making construction layouts, and obtaining a full com- 
prehension of mechanical reqnirem^its from the shop blue prints. 

He shotild use skillfully the ordinary machinist's tools, consisting 
of steel rule, square, hammer, center punch, scratch awl, dividers, screw 
drivers, inside and outside calipers, combination set, protractor, surface 
gauge, trammel points, depth gauge, vernier caliper, bar caliper, drill 
gauge, thread gauge, thread micrometer. 

It is desirable thnt he know the mathematics of pulley ratios, feed-gear 
ratios, back-gear ratios, taper computations, - speeds and feeds, and 
change gears for thread cutting. This would require a knowledge of 
the following mathematics: Common fractions, decimals, proportions, 
simple algebraic equation, use of formulas, square root, making and read- 
ing of graphs, solution of right-angled triangles. 

He should have a general shop knowledge as follows: Belts, pulleys, 
lubricants, to include oils, greases, and cutting compounds, counter 
shafts, line shafts, cone and geared head machines, motor drives,^ fits 
and finishes, cutting speeds, gear combinations, general knowledge of 
thread systems, standard V and square threads, special threads, 'louble 
and triple threads, standard tapers, and polishing materials, use of hand- 
books, reference books, and cntalogues. 
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He should know the names, care, and use of common machine-shop 
• tools, such as wrenches, clamps, dogs, arbors, chisels, hack saws, files, 
scrapers, dies and die holders, reamers, hand drills, and breast drills. 
He should have a working knowledge of cast Iron, wrought iron, malle- 
able iron, machinery steel, cold-rolled steel, tool steel, high-speed steel, 
brass, copper, Babbitt metal, and solder. 

He should also know stock sizes of common machine-shop materials 
such as washers, bolts, nuts, machine screws, cap screws, set screws, 
etc. 

He should operate skillfully the standard machines to do the types of 
work indicated below, and should be able to grind and oilstone all cut- 
ting tools used. 



liench hand. 

Chipping and filing. 

Assembling! 

Scraping. 

Laying out work. 

Babbitting. 

Soldering. 

Drm preu. 

Making layout. 

Drilling. 

Flat work. 

Circular work. 

Boring. 

Countersinking. 

Facing. 

Beaming. 

Jig work. 

Tapping. 

Engine lathe. 

Care of centers. 

Turning on centers. 

Turning on mandrel. 

Chuck and faceplate work. 

Boring.. 

Facing. 

Reaming. 

Thread cutting. 

Taper cutting. 

Knurling. 

Filing. 

Polishing. 

Qfinder. 

Plain cylindrical grinding. 
Surface grinding. 
Internal grinding. 
Taper grinding. 

Cutter, drill, and reamer grind- 
ing. 



Floor hand, 

(Same as "Bench hand," only 
on large machine.) 

Milling machine. 

Plain, horizontal milling. 

Slotting. 

Sawing. 

End milling. 

Vertical milling. 

Taper milling. 

Drilling. 

Boring. 

Counter reaming. 

Reaming. 

Plain and compound Indexing, 
as applied to bolt heads, nuts, 
straight fluting, spiral fluting, 
and stagger fluting. 

Graduating. 

Gear cutting. 

Rack cutting. ^ 

Hobbing. 

Cam milling. 

Planer, 

Planing, regular, horizontal, ai)d 

vertical surfaces. 
Taper planing. 
Slotting. 
Key seating. 
Circular planing. 

Shaper. 

Planing, regular, horizontal, and 

vertical surfaces. 
Taper planing. 
Irregular shaping. 
Slotting. 
Key seating. 
Shaping on centers. 
Back cutting. 
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Schooling: Not less than common school; preferably high school or college. 

Occupations in Group 1 and in Group 2, given below, have become 
such generally accepted occupations, demanding special requirements of 
an all-round journeyman machinist, that a separate code .word, has been 
assigned to each. 

Group 1. Group 2. — Toolmaker. 
Layout man. . Die maker. 

Repair man, general machine Diesinker. 

repair. Gauge maker. 

Repair man, machine tool re- J^K and fixture man. 

pair. 

GROUP 1 

LAYOUT MAN LATE 

Description: The layout man Indicates by lines and marks the exact posi- 
tion of all holes, the shaping, and the bending that are not provided for 
in the operation of the machine to which the work is to l)e assigned. 

Qualifications: The layout man should be a journeyman machinist (see 
Machinist, journeyman) who has specialized on laying out work. He 
must know the methods of spotting and indicating any part of the 
layout for > the various machines and for bench and floor hands. He 
should use skillfully all the measuring tools, such as scale, calipers, 
verniers, micrometers, bevel protractors, trammel points, and dividers. He 
must have a special knowledge of applied mathematics ; must be familiar 
with projections as applied to the development of cams and sheet metal 
fittings.* He must also have a thorough knowledge of the reading of 
mechanical drawings. He should have good eyesight and good health. 

Schooling: Ck)mmon school; preferably high school. 

BEPAIB HAN, GENEBAL MACHINE BEFAIR BASE 

Description: The gene|;a] machine repair man is a journeyman machinist 

(see Machinist, journeyman) who has specialized on machine repairs. 
Qualifications: The general repair man must be especially skillful in 
making machine adjustments such as bearing adjustments, leveling and 
lining up machinery, scraping and babbitting. He must be resourceful 
and able to accomplish results with limited equipment. He should have 
ability to read drawings suflaciently well to order all nece^ry stock and 
tools and to obtain from the drawings of any given piece of work a 
complete understanding of the mechanical requirements. He must be 
able to work to micrometer measurements. He should have good eye- 
sight and good health. 
Schooling: Common school; preferably high school. 

BEPAIB MAN, MACHINE TOOL BEPAIB BEAM 

Description: The machine tool repair man is a journeyman machinist (see 
Machinist, journeyman) who has specialized on machine tools to the 
extent of knowing how to replace parts and keep the machine in exact 
alignment. By the machine tools is meant all types of lathes, milling 
machines, screw machines, grinders, turret lathes, boring mills, punch 
presses, and drill pressea 
Qualifications: (See Machinist, journeyman.) He should have good eye- 
sight and good health. 
Schooling: Common school; preferably high school. 
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GROUP 2.—TOOLMAKER8 

The toolmaker is a journeyman machinist (see Machinist, journey- 
man) who has specialized in any or all of the following divisiona of tool 
making : 

Die maker. 
Diesinker. 
Gauge maker. 
Jig and fixture man. 
This work requires a high degree of skill and accuracy in the use of 
tools. 

DIE MAKEB, GENEBAL ^ BAWH 

Description: The die maker I3 a journeyman machinist (see Machinist, 

journeyman) who has specialized in making, stamping, and forming 

dies for punch-press work. 
Qualifications: The die maker must know sheet-metal gauges; should 

know how to order, cut, and handle stock for stamping, drawing, and 

forming. 
Schooling: Common school; preferably high school. 

DIE IfCAKEB DAY 

Die maker experienced in making, blanking, and forming dies for parts 
similar to those used on adding machines, typewriters, telephone jack 
parts, and small gun and automobile parts. 

DIE HAKEB DAZE 

Die maker experienced in making blanking dies for armature laminations, 
electric-motor castings, and medium-sized automobile parts. 

• 

DIE ICAKEB DALE 

Die maker experienced in making forming dies for small trays, stock 
boxes, helmets, crank cases, and large cartridge shells. 

DIESnrXEB 

Des<!ription: For the purpose of this standardization diesinkers are divided 
into three groups : 
Diesinker who specializes in the making of dies for forgings. 
Diesinker who specializes in the making of dies or molds, or die 

castings. 
Diesinker who specializes in making dies for art and tableware. 

DIESINKEB FOB FOBOING DIES DEAL 

Description: The diesinker for forging dies is a journeyman machinist 
(see Machinist, journeyman) who has specialized on the making of dies 
for forgings. 

Qualifications: The diesinker for forging dies requires special skill in the 
making of templates and in the use of routing tools and profiling tools; 
also special ability to interpret drawings. This work requires a physi- 
cally strong man. 

Schooling: Common school; pr^erably high school. 

DIESINKEB FOB DIE-CASTING DIES DEAH 

Description: The diesinker for die-casting dies is a journeyman machinist 

(see Machinist, journeyman) who has specialized on the making of 

molds or dies in which metal is cast. 
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Qualifications: The diesinker for die-casting dies must be familiar with 
shrlnka.^e and draft, as the terms are used in reference to pattern mak- 
ing, must understand the necessary methods of dividing the molds and 
of clamping and otherwise holding the parts In place while the metal is 
being poured. He must be skillful in making templates and in the use of 
routing tools, and must have special ability to interpret drawings. This 
work requires a physically strong man. 

Schooling: Common school; preferably high school. 

BIESINKEB, ABT AND TABLEWARE DEAF 

Diesinker experienced in making dies for art metal work and table- 
ware. This class of die makers find it difficult to make dies where 
> cioBe meafimcements are required. 

GATTGE KAEEB OILL 

Description: The gauge maker Is a Journeyman machinist (see Machinist, 
journeyman) who has specialized on the making of plug, snap, and 
special gauges fur the use of inspectors and machine men in keeping 
the sizes of their work within the specified limits. 

Qualifications: The gauge maker must be able to work to the closest 
measurements, often being compelled to measure to one ten-thousandth 
of an inch. He must understand grinding and lapping and other 
special methtrds for bringing metal to exact dimensions. He is 
usually recruited from the ranks of the higher class toolmakers. He 
must read mechanical di'awings thoroughly and must be skillful in 
designing gauges. This will require a special knowledge of applied 
mathematics and layouts. He must have good eyesight and health; 
also good control of nerves and muscles. 

Schooling: High school. 

no AND FIXTITBE HAN JAB 

Description: The jig and fixture man is a journeyman machinist (see 
Machinist, journeyman) skilled in the making of drilling jigs, screw- 
machine fixtures, and turret-lathe fixtures. 
Qnalifications : The jig and fixture man must have a thorough knowledge 
of the use of special drills, cutters, reamers, boring bars, taps, dies, 
gauges, and templates. He must understand sheet-metal gauges ; 
must know how to select, cut, order, and liandle metal for stamping and 
forging. 
Schooling: Common school; preferably high school. 
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EIECXBOPLATER, POREKAN BTBCT 

Description: The duties of the electroplater foreman consist of the opera- 
tion, upkeep, and supervision of a complete electroplating plant for gen- 
eral factory plating. 

Qualifications: The electroplater foreman must be a thoroughly experienced 
general plater, expert in all phases of copper and nickel plating, and 
familiar with galvanizing process; and have ability to handle men. He 
must understand the operation and maintenance of belted generators and 
motor generators, bus bars, tank bars, and connectors,, rheostats, and 
instruments. Must understand handling acids and mixing various 
standard solutions for pickling, washing, and plating, and the filling and 
emptying of tanks, and the care of steam kettles, hot wash, and sawdust 
drying boxes or tumble barrel dryers. Must understand hanging articles 
and anodes for best results, and the proper current and time for various 
kinds and grades of work. He should have a working knowledge of box 
or automatic plating-tank equipments for quantity work. Must be 
familiar with use and care of buffing and polishing stands and rough- 
ing, polishing, buffing, and finishing wheels of various kinds. He should 
have had all-round experience in a general plating shop or plating shop 
of a large manufacturing plant 

Schooling:. Preferably not less than high school; should have some knowl- 
edge of general chemistry and electric chemistry. 

OALVANIZE& GAZE 

Description: The galvanizer acid dips and cleans all kinds of plates, pipes, 
castings, and wire and passes them through or suspends them in the 
molten galvanizing solution for the purpose of coating them with zinc. 

Qualifications: He must be able to direct the work of hand or power cranes, 
must thoroughly understand acid dipping and washing, and must know 
the proper heating of the galvanizing solution and be able to secure a 
good uniform surface coating of metal. He should have worked as a 
helper in a galvanizing department and as an independent worker suffi- 
ciently long to understand thoroughly all the processes of galvanizing. 

Schooling: Common schooL 

METAL PLATER'S HELPER MIRTH 

Description: The duties of the metal plater's helper are acid dipping, or 
brush scrubbing, or stock handling, or tank cleaning, or trucking, or 
washing, or drying, or tumbling. The metal plater's helper may be as- 
signed to any one or more of the above-mentioned occupations in the 
metal-plating department. 
Qualifications: Good physical strength and a willingness to work in the 
metal-plate department. 
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METAL POLISHEB AND BVPFEB MASON 

Kindred Occnpations : Foreman plater; Foreman polisher. 

Description: The metal polisher and buffer's duties consist of the operation 
of grinding, polishing, and bulling equipments in the preparation of all 
classes of work for plating and finishing. 

Qualifications: The metal polisher and buffer must be thoroughly experi- 
enced in the operation, use, and care of emery wheels and the various 
grades and shapes of wheels for general polishing and buffing, such as 
rag, felt, rawhide leather, fiber, scratch b)*ushes, and wire-brush wheels. 
Must have a thorough knowledge of how to build up, glue, surface, 
dress, and balance all kinds of roughing, dressing, polishing, and buffing 
wheels. Must be skilled in the grinding and finishing of brass, bronze, 
or steel, either dull or bright, for plating, lacquering, coloring, or bluing. 
He should have had general training in a 'modern polishing shop or large 
manufacturing plant. 

Schooling: Common school. 

NITEB BLTTEK KAME 

Kindred Occupations: Hot galvanizing kettle worker; Lead melter; Tin- 
plater. 

Description: The niter bluer*s duties consist of the operation of fused salt- 
peter-manganese dioxide type of metal bluing or coloring equipment. 

Qualifications: The niter bluer must be experienced in the operation and 
practical upkeep of a bluing equipment for coloring metals, especially 
screws, pins, rifle parts of steel, or parts of accouterments of any metal. 
Must understand coal, coke, gas, or oil heated saltpeter kettles or pots, 
and the proper temperatures and times for melting down ingredients and 
imparting desired color to different materials; must be able to keep 
records. Must understand proper cleaning and drying for best effects 
and permanency and dipping in quantity to insure 4inif ormity and to avoid 
danger. 

SohooliniT*' Common school. 
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MISCELLANEOUS GROUP 

XZLLWEIGHT, FOREMAN ' MASS 

Kindred Oooupatlons: Maintenance engineer; Factory millwriglit; Plant 
engineer. 

Description: The millwright foreman's duties consist of laying out, in- 
stalling, and maintaining general power and transmission machinery and 
equipment of any shop, plant, or factory, for any purpose. 

Qualifications: The millwright foreman must be a thoroughly experienced 
general millwright, able to lay out from drawings or sketches, set up and 
generally keep in order any class of general power transmission and oper- 
ating machinery. He should be able to install and maintain hangers, 
shafting, pulleys, belts of all types, machine tools, cranes, and general 
equipment H6 should be a thorough belt and practical power transmis- 
sion man, able to lay out and erect stringers and hanger bases, and must 
be a block and tackle man, equal to handling tackle quickly and safely, 
and heavy machinery with the use of Jttcks, hoists, slings, blocks, skids, 
and cribbing, or und^ unfavorable conditions, He should have some 
knowledge of concrete form and concrete work for foundations. He 
should also be capable of supervising work of this general character and 
have had such experience in rolling mill, large manufacturing plant, or 
machine shop, or had experience on general construction or railway 
wrecking operations or in charge of erecting work for railway or power 
station. 

MILLW&IGHT, MACHINE TOOL MERIT 

Sindred Occupations: General millwright; General mechanic; Machinery 

erector. 
Description: The machine tool millwright's duties consist of Installing 

general machinery or machine tools in any shop, plant, or factory. 
Qualifications: The machine tool millwright must be an experienced fac- 
tory or shop machinery hand, able to read drawings and sketches, lay 
out and set up machine tools, such as lathes, shapers, milling machines, 
grinders, or general machinery. He must be able to put up hangers, 
hang shafting, pulleys, and countershafts, and figure and make up end- 
less and other belts. He should be a good bench and tackle man and 
have had all-round millwright experience in a moderate sized machine 
shop, rolling mill, or manufacturing plant. 

SHOP ROTTTEB SHAD 

Description: The duty of the shop router is to classify all work going into 

the shop and to assign it to the various departments; also to 8pecU;y 

the machine on which the work is to be done. 
Qualifications: The shop router must be a person thoroughly familiar 

with the equipment and organization of the shop in which the work is 

46 



MISOELLANEOUS OBOTJP 47 

to be routed. He must have a thorough knowledge of shop materials 
and of the supply of stock on hand. He must also have a thorotigh 
knowledge of each machine In the shop and understand general methods 
of billing, checking, and follow up. He should read drawings to the 
extent of fully comprehending every detail of material and mechanical 
requirements. He should have good health. 
Sohooling: Common school; preferably high school. 

STOCK CHASEA 8HADX 

Description: The stock chaser is a man who follows up all routing of ma- 
terials from the various departments to see that they arrive on time and 
reports to the router as often as necessary the progress of any given 
order from the factory. 

Quallfioations: The stock chaser should be familiar with billing and with 
stock orders, and should be keen to detect any cause for delay in the 
process of construction. He should be recruited from a good billing 
derk. He should read drawings. The stock chaser should have good 
health and strength. 

Schooling: Common school. 



BUILDING AND GENERAL CONSTRUCTION 

BRICKUYERS, MASONS, STONE SETTERS, MARBLE SETTERS, I^LASTERERS, AND TILE 

UYERS GROUP 

BBICELAYEB, APPEENTICE BATE 

Description: The duties of a bricklayer apprentice is to assist the brick- 
layer in laying up walls, beginning usually on back and cross walls, and 
gradually taking more exact work under the direction of the foreman. 

Qualifications: He should be a strong, healthy young man desiring to learn 
the bricklayer's trade. He should learn how to read drawings and make 
layouts, and should be willing to attend school continuously for from 
two to three months a year during the slack season. 

Schooling: Not less than eighth grade. 

BBICKLAYEE, FOREMAN BAGOT 

Description: The bricklayer foreman lays and supervises the laying of 
brick walls for any purpose. Also sets and supervises the setting of 
. light stone trim, terra cotta, and all kinds of general wall tile and brick 
substitutes. 

Qualifications: He should be able to read drawings, make layouts for all 
openings in the building, properly place any stone or ornamental work, 
and must thoroughly understand the laying of the various kinds of brick 
bond, lining walls, running-up corners, laying in all wall openings and 
setting arches. He must understand the mixing of cement and lime 
mortars. Should have a general knowledge of other building trades so 
that he can work in cooperation with the general contractor. He must 
be qualified to direct the work of men, order all materials, and take full 
charge of all interior and exterior brick work on buildings of any size. 

Schooling: High school; preferably some technical training. 

BRICXLAYEB, JOTmHEYHAN BAIZE 

Description: The journeyman bricklayer must lay, under the direction of 
the foreman, all kinds of interior and exterior walls for buildings, using 
soft brick or glass brick, set terra cotta and light ornamental stone 
work. He must also be able to set any of the gypsite or other substi- 
tutes for brick used in fireproof cross walls. 

Qualifications: He should be able to read drawings, lay all forms of orna- 
mental bond, and follow properly the layout furnished by the carpenter 
or bricklayer foreman. He must be able to run up comers and wall 
openings and set arches that have been laid out by the bricklayer or car- 
. penter foreman. 

Schooling: Not less than eighth grade. 

CEKENT FINISHER COWBY 

Description: The duties of the cement finisher are the finishing of surfaces 
on cement fioors, base boards, stair treads, and other cement work 
needing a finished surface. 
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Qnalifications: He must be able to work to drawings, be able to line and 
level cement surfaces, and know how to provide for the proper drainage 
of surfaces; should be able to do all finishing on either horizontal or 
vertical work. Should have had experience as apprentice and consider- 
able experience as a cement finisher. 

Schooling: Common school. 

GKANITE CUTTER GLEAN 

Description: The duties of the granite cutter are to cut and shape any 
form of granite, marble, or other hard stone by means of hand or pneu- 
matic tools. 
Qualifications: He must be abl6 to read drawings and to work to tem- 
plates ; must be able to select and use the proper kind of hand or pneu- 
matic tools for roughing and finishing. He must know how to level 
or true stone and prepare it for layout. He must be able to make the 
proper layout, and must have had an equivalent to an apprenticeship 
and have done considerable work as a Journeyman. 
Schooling: Common school. 

LATHEK, METAL LEAST 

Description: The duties of the metal lather are to nail metal lath on the 
ordinary studding, to build up drop ceilings and column covers, and com- 
pletely prepare same for the plasterer. 
Qnalifications: He should understand how to ch^ck up walls to see that 
they are true and ready for lathing, and should be thoroughly familiar 
with the use of rods and angle irons for building up drop ceilings and 
column covers; should have had similar experience on general large 
building construction work. 
Schooling: Common school. 

LATHEB, WOOD LEAVE 

Description: The duties of the wood lather are to nail lath on studding 

and other supports and prepare the wall for the plasterer. 
QuaUfications: He must be able to check up studding to see that they are 
level and ready for lathing; must fully understand the breaking of 
joints and preparing walls for the receiving of plaster in such a way 
that the expansion of the lath will not crack the wall. 
Schooling: Common school. 

XARBLE SETTEB XINTTS 

Description: It is the duty of the marble setter to put into place all kinds 

of ornamental and structural marble. 
Qualifications: He should be able to read drawings and follow layouts made 
by the bricklayer foreman or cari)enter foreman. He must be thor- 
oughly familiar with the mixing and use of cement and lime mortars. 
Must understand thoroughly the methods of supporting marble veneer 
on brick, stone, or cement walls. Must be able to place all kinds of 
ornamental and structural marble work in such places as entrances and 
stairways, and all kinds of fine building construction. He must be able 
to use and direct the use of all hand and power derricks generally used 
in marble setting, should have had an equivalent of an apprenticeship, 
and should also have done considerable work as a journeyman. 
Schooling: Not less than eighth grade. 
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XASOir, STONE XINB 

Description: The duties of the stone mason, as distinguished from the stone 
setter, are to lay foundation and rough walls from ordinary quarry 
stone or from miscellaneous round stone. 

Qualifications: He must thoroughly understand the mixing of cement and 
lime mortars. Should be able to read drawings, run up comers, set 
arches, and properly Joint and point up a rough stone wall. He should 
have had experience as a stone mason's helper and should have done 
considerable independent work. 

Schooling: Not less than eighth grade. 

PLASTEEEB, JOUENEYXAN POST 

Description: The duties of the journeyman plasterer are to do all kinds of 
plain and ornamental plastering under the direction of the foreman. 

Qnalifieations: He should be able to read drawings, must thoroughly under- 
stand various kinds of scratch and smooth plasterwork, and know how 
to put on clean cement finish ; must be able to run baseboards and mold- 
ings and place all kinds of interior and terra-cotta ornamental work; 
must be able to work on scaffolding and be a thoroughly competent in- 
dependent worker. He should have had experience equivalent to a com- 
plete apprenticeship at the trade. 

PLASTEEEE'S HEIPEE OE APPEENTICE POD 

Description: The duties of the plasterer's helper or apprentice are to assist 
the Journeyman plasterer in placing ornaments and general interior fin- 
ish work and to do rough plastering under the direction of the foreman. 

Qualifications: He should be a physically strong young man with a desire 
to learn the plasterer's trade. If he can not read drawings and make cal- 
culations for materials he should be willing to pursue a course of study 
long these lines. 

Schooling: CJommon school. 

STONECITTTEE SOAP 

Description: The duties of the stonecutter are to cut any form of sand or 
soft stone by hand or pneumatic tools. 

Qualifications: He must be able to read drawings and work to templates; 
must understand leveling and truing stone and make it ready for the 
layout. He must be able to select and use the proper hand and pneu- 
matic tools for roughing and finishing. He should have served an equiva- 
lent to an apprenticeship as a stonecutter. 

Schooling: Ck)nmion school. 

STONE SETTEE SLUE 

Description: The duties of the stone setter are to put into place all heavy 
ornamental and structural stone where the quantity is such that it is not 
done by the regular bricklayers. 

Qualifications: He should be able to read drawings, and should thoroughly 
understand stone markings so that he can place the various sections into 
the wall quickly and accurately. He must understand the setting and 
handling of hand and power derricks. He must be familiar with the vari- 
ous riggings used for hoisting stone. He must be able to direct the work 
of men, order all materials, and check all work with plans and specifica- 
tions. He must thoroughly understand all methods of fastening stone 
veneer to brick, stone, and cement walls. He should hiave served a full 
apprenticeship at his trade. 

Schooling: Not; less than eighth grade. 



BBIOKULYEB, MASOK, PLASTEBEB, BTC., GBOUP 



51 



THE LATEB TEAS 

Description: The duties of the tile layer are to lay all kinds of floor tile 
and wall tile, such as are used in the protection of bathroom walls and 
floors, and to set all ornamental tile used in mantels, entrances, and 
stairways. 
QualliLcations: He should be able to interpret the layout drawings fur- 
nished by the architect He should also be able to lay tile to any design 
furnished and should thoroughly understand the cement base on which 
the tile is set and know how to make proper joints, leaving a hard and 
smooth surface. He should have a thorough mastery of all trowels and 
other tools used in connection with tile setting. He should have served 
an equivalent to an apprenticeship and have had considerable experi- 
ence as a Journeyman tile setter. 
Sohooling: Common schooL 



BRIDGE AND STRUCTURAL-IRON WORKER GROUP 

BBIBGE AND STBUCTirBAL-IKON WOBXEB BAPFY 

Description: The duties of the bridge and structural-iron worker are the 
erection of steel buildings and any kind of steel structure. 

Qualifications: He must be an all-round experienced structural-iron worker; 
practically familiar with setting columns, beams, girders, trusses, and 
general structural steel in buildings, and plate girder or truss bridges. 
He should be an experienced hand and pneumatic riveter on heavy work. 
He should be a good climber, loader and handler of steel members, and 
possess some knowledge of rigging, shifting, setting, and guying der- 
ricks, and hoisting equipment. He should have had experience on high 
l)uilding erection, railway girder and general bridge construction. 

Schooling: Common school. 

BBIDOE AND STBTrCTlTBAL-IBON WOBKEB, FOBEHAN BASED 

Description: The duties of the bridge and structural-iron worker foreman 
are the supervision of the placing and erecting of steel members on any 
form of steel buildings, trusses, and bridges. ' 

Qualifications: He must be able to read drawings; must understand thor- 
oughly all systems of marking structural-iron members for placement 
on buildings; must be a thoroughly experienced structural-iron worker, 
familiar with setting columns, beams, girders, and trusses; should be 
an experienced riveter and have a thorough knowledge of setting and 
anchoring all forms of cranes used in handling structural steel. He 
should havie a knowledge of general building construction so that he can 
cooperate effectively with the work of the general contractor. He should 
have had experience as a structural-steel worker on large buildings and 
some experience in handling men. 

Schooling: Common school; preferably technical training. 

OBNAHENTAL-IBON WOBXEB OFTEN 

Description: The duties of the ornamental-iron worker are to install vari- 
ous kinds of iron grills, gratings, special stairways, ornamental inclo- 
sures, and other iron work not included as structural-iron work. 

Qnalificatioiis: He must be able to read drawings, make layouts, and in-- 
stall all forms of ornamental-iron work. It is desirable that he know 
how to use the hand forge and do ordinary bending and welding. He 
should have had the equivalent of an apprenticeship and should have 
done considerable work as a journeyman ornamental-iron setter. 

Schooling: Common school. 

BIVETEB, HAND BAP 

Elindred Occupations: Blacksmith ; Boiler maker ; Riveter ; Steel car framer ; 

Tank builder. 
Description: The duties of the hand riveter consist of hand riveting, calk- 
ing, and chipping on any class of plate, tank, or structural work. 
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Qnalifloatlons: The hand riveter must have had thorough practical experi- 
ence in the use of hand tools for riveting, chipping, and calking, in con- 
struction and repair work of all kinds on boilers, plates, tanks, structural 
steel frames, automobile frames and chassis. He must be thoroughly 
familiar with the use of drifts, reamers, hand reamers, holders-on, and 
understand proper heating, riveting, and setting on any class of rivet 
work. 

BIVETEK, PNETJUATIC &APID 

Description: The pneumatic riveter on boiler plate, ship plate, and on 
structural steel must be able to do all classes of riveting on steel plates 
over one-fourth inch thick, 
duallfioatlons: The pneumatic riveter must be able to operate skillfully all 
sizes and kinds of pneumatic hammers used in riveting. He should 
understand the proper drawing of rivets and the setting of joints to 
make them water-tight and steam-tight. He must direct the work of rivet 
heaters, holders on, and rivet passers. 

BIYET HEATEB BABE 

Kindred Occupations: Blacksmith's helper; Riveter's helper. 

Description: The duties of the rivet heater are rivet heating in connection 
with structural-steel work, boiler making, automobile truck frames, and 
railroad locomotive or car shops ; or in shipbuilding. 

Quallflcations: He must be capable of operating all kinds of rivet-heating 
forges under all conditions and in difficult localities, and be able to 
maintain the forge at proper heat and deliver properly heated rivets to 
the riveter. He must be skilled in the rapid handling of rivets and in 
tossing or delivering them to the proper point. He should have had 
similar experience with erecting, manufacturing, or railroad construction 
work, or in a shipyard. 



CARPENTER GROUP 

BENCH HAND, CABPENTEB SHOP BEST 

Desoriptioii: The bench hand, carpenter shop, should do all kinds of hand 
bench work and assembly of mill made furniture parts and interior 
wood finishing. 
Qualifications: The bench hand must be thoroughly skilled in the use of 
bench carpenter tools. He should be able to work to drawings and 
sketches, understand glueing and nailing, and the use of screws. He 
must be thoroughly familiar with furniture and building hardware. 
He should have had considerable experience in a furniture factory or 
in a planing mill, assembling interior woodwork. 
• Schooling: Common school. 

BOAT BiriLBEB, WOOD BEVEL 

Kindred Oocupatioiis: Boat carpenter; Canoe builder; Joiner; Pattern 
maker. 

Description: The duties of the wood boat builder are the building and 
repair of small wooden boats, floats, pontoons, and motor boats. 

Qualifications: He should be experienced in the details of construction of 
all. classes of flush and clinker built or canvas covered pleasure or life 
boats or canoes, small yachts or cruising boats of all sorts. He must 
be capable of building or repairing pontoons or wooden floats. He should 
be skilled in the use of carpenter's, boat builder's, and joiner's tools, 
and familiar with all kinds of wood used in boat building, and be an 
expert gluer and a capable, accurate worker. 

Schooling: Common school; preferably high school. 

BBIDGE CABPENTEB BIAS 

Kindred Occupations: Dock carpenter; General construction carpenter; 
Railway mine timberman. 

Description: The duties of the bridge carpenter are the construction of 
timber trestles, bridges, and docks, or general heavy timbering for any 
purpose. 

Qualifications: He must be a practical heavy timber carpenter skilled in 
bridge or trestle construction and experienced in laying out from draw- 
ings and sketches and in heavy framing work for trestles, truss or beam 
bridges, foundation grillage, heavy building framing, flumes, and bridge 
caissons, and dock and pier construction. He must also be able to frame 
ties and stringers. He should understand pile work, capping, shoring, 
underpinning, and the handling and working of heavy dressed timbers, 
round or hewn timber, for permanent or temporary highway, railway, 
dock, or construction work. He should be a thoroughly good cross-cut 
saw, ax and adz worker, with a knowledge of the use of pneumatic 
borers, and drift bolt drivers, and be capable of placing and bolting up 
iron work. 

Schooling: Common school; preferably high school. 
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CABINETILAKEK CHICK 

Kindred OootLpations: Furniture maker; Joiner; Skilled carpenter on 
interior finish. 

Description: The duties of the cabinetmaker are the making- of all kinds 
of wood cabinets and fine woodwork. 

Qualifioations: He must be practically experienced in the selection and use 
of hard woods and veneered woods, and be able to work to drawings and 
sketches, laying out and making or repairing all kinds of furniture, 
cabinets, desks, instrument cases, and fine wood work. He should be a 
skilled bench hand and have had some experience in the use of wood- 
working machinery. 

Schooling: Common school; preferably high school. 

CAB CABPENTEB CEEED 

Kindred Occupations: General carpenter; House carpenter; Railroad car- 
penter. 

Description: The duties of the car carpenter are the construction, assembly, 
and repair of railway freight cars, employing wood in part or whole. 

Qualifications: He must be experienced in the building of various kinds of 
w;ood body, side or box standard railway freight cars. He must be able to 
work to drawings, lay out and build wood frames, make and hang doors, 
lay floors, and put on roofs, sides, and ends on either wood or steel 
frame cars, or make repairs to such cars. He must be a thoroughly cap- 
able general carpenter, skilled In the use of tools and having some exi)eri- 
ence with woodworking machinery. He should have worked as general 
car carpenter in a railroad car shop or car building plant as decker, door 
hanger, roofer, or liner. 

Schooling: Common school; preferably high school. 

CA&PENTEE, CONCRETE FOBU CHIDE 

Kindred Occupations: Building carpenter; Concrete carpenter; General 
carpenter, foreman ; House carpenter. 

Description: The duties of the concrete form carpenter are the construc- 
tion and erection of all kinds of forms for concrete or reinforced con- 
crete construction work. 

Qualifications: He must be a thoroughly experienced concrete form 
builder and erector, and able to supervise such work. He should be a 
skilled general carpenter, able to work to drawings and sketches, lay out 
foundations, and locate columns, walls, and openings, make and erect 
every class of wooden form of concrete column, girder, or slab and 
foundation construction work, forming same to imitate stone work. He 
must understand bracing, locking, and supporting. He must be 
thoroughly familiar with various types of reinforcing, such as bent rod, 
made-up rod trusses, or wire mesh, the placing of hanger supports, hole 

. blocks, and openings. H^ should have a thorough knowledge of the sev- 
eral types of concrete building construction, such as girder and slab, 
and mushroom, and understand retaining wall, abutment, pier, and arch 
construction. He should understand form stripping, resetting and 
scaffolding. 

Schooling: Common school; preferably high school. 

CABPENTSB, EXPEBT CHIEF 

Kindred Occupations: Boss carpenter; Builder; Contractor; Foreman car- 
penter. 
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Description: The duties of the expert carpenter are the supervision and 
general construction of wooden buildings of any character for any 
purpose. 

Qnalifications: He must be a thoroughly experienced, all-round carpenter on 
house building or general frame construction. He should be able to esti- 
mate quantities and be capable of working to drawings and sketches and 
laying out general work. He must be familiar with the framing and 
building of frame warehouses, barracks, or sheds, and be able to super- 
vise carpentry construction work of any character. He should be a compe- 
tent inside worker, able to hang sashes, doors, and blinds, lay flooring, 
and should have a practical knowledge of stair building and builder's 
hardware. He should have a thorough working knowledge of all car- 
penter tools and some experience with woodworking machinery. He 
should have had broad experience as foreman carpenter on large oper- 
ations, factory, or building construction, or as house cari)enter, contract- 
ing carpenter or builder. 

Schooling: Common school; preferably high school. 

CARPENTER, GENERAL CHILD 

Kindred Occupations: Carpenter's helper; House carpenter; Mill carpenter. 

Description: The duties of the general carpenter are carpentry work of 
any character. 

Qualifications: He must be a practical general carpenter on all kinds of 
construction or repair work, capable of working to drawings or 
sketches on buildings, barracks, or shed construction and repair. He 
must understand framing and sheathing, and must be able to make all 
layouts for windows, door frames, and other openings ahead of brick- 
layers, cement workers, and other building crews. He should be skilled 
in the use of usual carpenter tools and materials, and be a good hatchet 
and saw man, capable of doing rapid rough work. He should have some 
knowledge of concrete form work and roofing with shingles or paper. 
He should have had experience on concrete work or as a house carpenter. 

Schooling: Common school; preferably high school. 

CARPENTER, PACKER CHILL 

Kindred Occupations: Boxer and packer; Cabinetmaker; Joiner. 

Description: The duties of the packer carpenter are boxing and packing 
for shipment any class of material in stores or warehouses. 

Qualifications: He must be a thoroughly expert boxer, crater, and packer, 
capable of laying out all kinds of boxes, crates, and frames for pack- 
ing, handling, and shipping for export, delicate instruments, light or 
large, bulky or heavy, delicate pieces, and machinery. He must be a 
skilled general carpenter familiar with tools and usual boxing wood- 
working machinery and be able to box securely and safely or crate any 
kind of article. He should have had experience as a boxer or shipper 
for a cabinet and furniture factory, or as a boxer for a large manu- 
factory of light machinery. 

Schooling: Common school; preferably high school. 

CARPENTER, SHIP, POREIEAN OR SHIPWRIGHT CHIN 

Kindred Occupations: Boat builder; Skilled general carpenter; Timber 
carpenter. 
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Deseription: The duties of the foreman ship carpenter are to supervise 
the building of wooden ships, large pontoons, barges, and other classes of 
floating craft. In steel ship work he supervises all necessary wood 
construction except the interior finishing, which is done by the ship 
Joiner. 

Qualifications: He must be a skilled all-round ship carpenter, experienced 
in building barges, pontoons, and wooden ships, including all such work 
as laying out, framing, stage building, fastening, planking, calking, 
hewing, deck laying, etc. He must be experienced in building launch- 
ing ways, launching cradles, and in the actual launching of wooden and 
steel ships. 

Schooling: Common school; preferably high school. 

CAEFENTEK, SHIP, GENERAL CHINA 

Description: The general ship carpenter on wooden ships does the usual 
kind of ship carpentry, such as planking, beveling, dubbing, scarfing, 
squaring, strapping, and spar making. On steel ship work he erects 
staging, lays wooden decks, builds launching ways and launching cradles, 
and assists in launching. 
Qualifications: He must be thoroughly skilled in the use of the ordinary 
carpenter's tools and in addition have special training with the adz, 
broadax, and other special ship tools. He should be able to work to 
drawings and understand framing and sheathing work and should be 
capable of doing rapid rough work, both by hand and with the ordinary 
woodworking machines. 
Schooling: Common school. 

CABPENTER, TANK CHINK 

Kindred Occupations: Barrel or tube maker; Cooper; General wood mill 
worker ; Tank or stave pipe factory worker. 

Description: The duties of the tank carpenter are the construction and 
erection of wooden stave tanks and pipes. 

Qualifications: He must be a practically experienced wooden stave tank or 
pipe builder and erector skilled in the manufacture of wooden staves and 
bottoms and in the fitting and assembling and banding of wooden tanks 
and stave pipes, and their repair. He should have a thorough knowledge 
of wood for tanks and be experienced in the use of woodworking machin- 
ery, such as circular and band saws, planers, jointers, groovers, and 
shapers, and stave making machinery and tools in general. He should 
have sufficient knowledge of rigging and scaffolding to be able to erect 
tanks or stave pipes in the field. 

Schooling: Common school; preferably high school. 

COOPER CHIP 

Kindred Occupations: Cask maker; Joiner; Tank builder. 

Description: The duties of the cooper are the repairing and assembling 
of barrels, casks, and tierces. 

Qualifications: He must be a thoroughly skilled barrel, tierce, or cask 
maker, able to make completely or assemble barrels and casks shipped 
"knocked down" and to repair thoroughly those damaged in transit or 
to open and rehead barrels. He must be thoroughly familiar with the 
various woods used in making barrels or casks, and the methods used 
in drying, bending, shaping, fitting, and assembling staves and heads. 
He should have had similar experience in refineries, distilleries, flour 
mills, oil refineries, or cooperage. 

Schooling: Common school; preferably high school. 



58 BUILDING AND QENEBAL CONSTBXJOTIOH 

JOIKEE JACK 

Kindred Oocupatloxis: Cabinetmaker; Furniture maker; Skilled carpenter. 

Description: The duties of the Joiner are to construct high grade wood- 
work and to assemble machine-made woodwork. 

Qualifications: He must be an experienced hand, capable of reading 
drawings and sketches and laying out and doing all classes of Joinery 
work. He must be able to do all classes of wood assembly work, such- as 
making sashes and window frames, doors and door frames, and general 
house building, wood fixtures, desks, file cases and special boxes, and in- 
strument cases, and Installing mill-made interior finish. He must be a 
competent bench hand and should have had some experience in the use 
of woodworking machinery. 

Schooling: Common school; preferably high school. 

JOINEE, SHIP JADB 

Description: The ship Jpiner does the interior finishing on the ship, in- 
cluding cabin and stateroom work, stair building, etc. He also builds 
and assembles furniture, sideboards, bookcases, and deckhouses. 

Qnalifications: The ship Joiner must be able to read drawings, to do all 
kinds of cabinetmaking and Joinery, to operate woodworking machinery 
and be familiar with the peculiarities of ship construction, such as the 
use of the bevel and bevel board. 

Schooling: Common school. 

MACHINE HAND, WOODWOEKINO HACHINEEY HAFLS 

Description: For the purpose of this description of occupations the machine 
hand, woodworking machinery, Is defined as one who has a complete 
mastery of the work to be dope on a specified machine. 
Qualifications: The machine hand, working on woodworking machinery, 
should be able to set up the machine for any standard work and to make 
all adjustments and measurements to drawings, patterns, or templates. 
He should have sufficient knowledge of the machine to report when all is 
not working right and should know when cutters are working effectively 
or when they are dull. 
Schooling: Common school. 
Note. — ^In specifying a machine hand under this code It will be necessary 
to add the name of the machine for which a hand is desired to the code word 
for a machine hand. 

MACHINE OFEEATOE, WOODWOEEINa MACHINERY MAE 

Description: For the purpose of this description of occupations the machine 
operator, woodworking machinery, is defined as one who runs a ma- 
chine after it has been set up and adjusted by another. 
Note. — If a machine operator is specified under the general code word for ma- 
chine operator it is understood that the employer is prepared to, and expects to, 
give the necessary training for the operation of the machine to which the 
operator is to be assigned. 

If an operator is desired who has liad experience on any particular machine the 
name of the machine must be added to the code word for machine operator. 

MACHINE EEFAIE AND TTFKEEP MAN, WOODWOEKINO MAECfi 

MACHINERY 

Description: The duties of the parquetry floor layer are to lay all kinds of 
working machinery are to make all general repairs to machines and 
transmission devices. 
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Qnaliteationi: He muflt be a thoroughly qualified woodworking machinery 
repair man, able to install and adjust all kinds of woodworking ma- 
chinery and connect them to shafting or to motors. He should have 
a thorough understanding of the lubricating of high speed machinery; 
also a thorough understanding of the care, adjustment, and use of all 
safety devices. He should be able to work from drawings and to make 
sketches that can be sent to a general repair shop when machine work 
is required. 

FAEatTETBY VIOOE lAYEB POIHT 

Description: The duties of the parquetry floor layer are to lay all kinds of 
ornamental parquetry floor designs according to layouts furnished by the 
architect. 

Qualifications: Must be able to read drawings and interpret all layouts; 
must be skiU^ in the use of all small woodworking tools, especially the 
square, plane, and saw. Should have had experience as a Joiner and con- 
siderable experience as a layer of parquetry flooring. 

Schooling: Common schooL 

8TAIB BTTILSEB BESVA 

Besorlption: The stair builder erects all kinds of complicated stairs, in- 
cluding banisters and newel posts, 
aaaliflcations: The stair builder must be a thoroughly experienced car- 
penter and Joiner, able to work to drawings and patterns, to lay out 
and construct any form of stairs, and install banisters and newel posts 
in a thorough, workmanlike manner. He should have had an experi- 
ence equivalent to an apprenticeship under a Journeyman carpenter 
and Joiner and should have done considerable Independent stair build- 
ing work. 
Schooling: Common school; preferably high school giving courses In gen- 
eral drawing and building and stair layout. 

WOODWOBZEB, XACHnTE, OEHEBAL WAIVE 

Kindred Ooonpations: Factory carpenter; Millman; Wood inlll worker. 

Description: The duties of the general machine woodworker are the, 
operation and upkeep of general woodworking or mill machinery of 
any kind. 

aualifications: He must be experienced and practically skilled in the 
. operation and use of general woodworking or mill machinery. He must 
be able to work to drawings and sketches, and capable of running band 
saws, circular saws, swing saws, planers, Jointers, edgers, mortise and 
tenon machines, molders, lathes, and the general run of power driven 
woodworking machine tools found in a well equipped cabinet factory, 
railway car shop, or general mill, automobile, wagon, or furniture fac- 
tory. He should be able to set and operate and make usual adjustments 
or minor repairs. He should have had experience in a general mill, furni- 
ture factory, or wagon plant. 

Schooling: Common school; preferably high school. 



CRANE, DERRICK, CAPSTAN, DITCHING, HOISTING, PILE DRIVING, STEAM SHOVEL 

WORK, AND WELL DRILLING GROUP 

CAPSTAN OE DBUH AND CABLE HAN CBOWN 

Kindred Occupations: Boom crane operator; Crane director; Derrick 
operator; Hoisting engine man; Steam shovei man (boom or scoop 
sliovel) ; Steam shovel man (clam shell or drop bottom type of bucket). 
Description: The duty of the capstan or drum and cable man is to operate 
the controlling devices of a capstan or drum and cable for the skidding 
of logs, moving of buildings, and such other work with capstan or drum 
cable as involves the use of the steam engine and boiler. 
Qualifications: He should know how to anchor and support a cable; should 
be thoroughly familiar with all the parts of the machinery connected 
with a small hoisting engine; should be able to make repairs, move his 
engine, boiler, and machinery from place to place; have a thorough 
knowledge of the operation of a small steam boiler, steam engine, and 
pump; should be able to operate an outfit under unfavorable conditions 
in logging camps or in general construction work. He should have good 
physical strength and endurance and good eyesight and hearing. He 
should have had experience as fireman and assistant to a capstan or drum 
and cable man. 

CBANEICAN CHEEB 

Description: The duties of the crane man are to select and attach all lift- 
ing devices and to direct the crane operator in the lifting and the shift- 
ing of loads. He must also warn persons who might be in danger when 
material is being lifted or carried. 

Clualifications : The crane man should be thoroughly familiar with all 
the hitches, ties, and devices for lifting loads. He should be a good judge 
of weights; should know all the crane man's signals, and be thoroughly 
familiar with all the rules for safety. He should be physically fit and 
alert and pass an examination for eyesight, color sight, and hearing. 
He should have been an assistant to a crane man. 

Schooling: Common school. 

CBANE OFEBATOB, BOOM CBANE CHEF 

Description: The duty of the crane operator on a boom crape is to operate 
the controlling devices of a boom crane in lifting and placing material 
on such work as building and bridge construction and in ship building. 
Qualifications: The boom crane operator should thoroughly understand 
all the controlling devices on the crane. He must be able to fire a small 
portable boiler and to run a small hoisting engine. He must be able to 
make all minor repairs, such as repairs to valves, pipe fittings, and 
general machinery. He should know enough about all the parts of the 
machinery to make reports when it is not working right He should be 
physically fit and alert and pass an examination for eyesight, color sight, 
and hearing. He should have had experience as fireman or an assistant 
to a boom crane operator. 
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C&AN£ OPEEATOa, TBJIVXL3;N0 ELXCTIUC CBAHE . CHESS 

DeMziptioiL: Tbe duties of- the traveUoi; electric crane operator are to 
manipulate controlling devices of an electric crane in tbe lifting and 
shifting of material. * 
QnaUflcatioiu: The traveling electric crane ei^erator aaust be able to handle 
the lifting devices on the crane and make single or double lifts under the 
direction of the crane man. In addition he must know how to oil 
tbe machinery of the crane and be familiar enough with all the working* 
parts to make reports when they are not working right He must be 
thoroughly familiar with all the signals used by the crane man. He 
must be physically fit and alert and must pass an examination for eye- 
sight, color sight, and hearing and be able to think and act quickly. 
SehooUng: Common schooL 

BSXBICK OPBBATOB tAXF 

Description: In this dassiflcation the derrick operator is defined as one 
who operates the controlling devices of a derrick or boom crane, similar 
to tile derrick operated by a construction or wrecking crew of a railroad, 
and to supervise the work of a fireman. 

taalilloatlons: The derrick operator must be experienced in the operation 
of the standard types of a small steam engine such as are used on loco- 
motive cranes, w^ driDers, pile drivers, and dredge& He must know 
how to operate all the controlling devices on the derrick. He should be 
able to make all minor repairs to the general machinery, repair and set 
engine valves, make pipe fittings, and keep the engine and machinery 
in good running condition. He should be familiar with every part of 
the machinery so as to make a report when all is not working right. 
He should have good physical health, good eyesight, color sight, and 
hearing. 

Schooling: Common school., 

SOZSTINO BNGXHEHAK HAKB 

Description: The duties of the hoisting engineman are to operate a large 
hoisting engine In hoisting coal, ore, or rock from a mine or from 
a Oxtdt 
QualiteatlonB: He must understand thoroughly the operation of a large 
stationary steam engine and boilers. He should know how to control 
all the hoisting devices, make all minor repairs to the hoisting ma- 
chinery, and have sufficient knowledge of all the machinery to. make 
reports when alt is not working right. He must thoroughly understand 
the operation of cable and drum hoists and be able to hoist at a rapid 
rate. He must be thoroughly consclouis of the danger to others in any 
misuse of the machinery and in disobedience ' of signals. He must be 
physically fit, alert, and equal to any emergenqy; must have good eye- 
sight a^d hearing^ He must have had experience in a boiler and engine 
room as assistant to a hoisting engineman. ^ 

Schooling: Common school; preferably high school. 

FILE DftlVEE OPEEATOE PATCH 

Kindred Occupations: Dredge engineman; Hoisting engineman; Steam 
shovel operator ; Yard or wrecking crane operator. 

Description: The pile driver operator attends to the operation and main- 
tenance of standard types of pile drivers on any character of work. 

Qaaliflcations: The pile driver operator must be a thoroughly experienced 
and practical steam pile driver operator on both drop and steam ram 
types. He must be able to set up a machine, either land or floating type, 
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and operate and maintain it on any class of work. He should be a good 
steam boiler fireman, able to make minor repairs on boilers, including cat- 
ting out and replacing or reexpanding flues, and able to operate and main- 
tain engine pumps, piping, and accessories ; must be a good rope man and 
rigger, also able to splice cables,- reave ropes and guy frames. He 
should have a good general knowledge of piles, know when they are 
sound and right to drive, and how to jwint and put shoes on. He 
should understand pulling piles. He should have been a member of a 
pile driving crew in the building of docks, piers, foundation or trestle 
work. 

BIGGER, BRIDGE AND STRtTCTXTBAI RANGE 

Description: The bridge and structural rigger's duties consist of attaching 
all lashings and tackle necessary to lift all trusses, beams, or timbers inta 
place on bridge or structural work of all kinds. 
Qualifications: The bridge and structural rigger must be a thoroughly 
experienced bridge and structural erecting rigger, familiar with handling 
heavy beams, columns, girders, and steel bridge or structural building 
members. He must thoroughly understand the erecting and use of travel- 
ing bridge cranes, boom derricks, and electric or portable hoisting equip- 
ments used on such work. He must be thoroughly familiar with roping 
and rigging sheaves, blocks, pulleys, and guying of poles, booms, "A" 
frames, tripods, and the reeving, running, and splicing of hemp or steel 
cables and ropes for any purpose. He must understand lashing, hitch- 
ing, and hooking with loops, wire ropes, or chains and be able to balance 
beams and upend columns. He should be able to handle heavy irregular 
pieces and raise or lower accurately on erection work in general. 

RIGGER, HEAVY HACHINERT RANR 

Description: The duties of the rigger on heavy machinery consist of the 
lifting and placing of heavy machinery by means of any type of hoisting 
machinery. 
Qualifications: He must be thoroughly familiar with roping and rigging 
sheaves, blocks, pulleys, and guying of poles, booms, "A" frames, tripods, 
and reeving and running of hemp or steel cables and ropes for the pur- 
pose of hoisting machinery such as engine beds, boilers, large booming 
machinery, or large shipping machinery of any kind. He must thor- 
oughly understand the erecting and use of traveling bridge cranes, boom 
derricks and electric or portable hoisting equipment used on such work. 
He should have had experience in a crane crew as a helper and should 
have had considerable experience as a rigger on heavy work in shipyards 
or on large structural work. 

8TSAH SHOVEL MAN (Boom or sooop shovel) 8BIVX 

Description: The duty of the steam shovel man is to operate a boom or 
scoop shovel for general excavating or handling of ooal, ore, or loose 
rock. 
Qualifications: He should have a practical knowledge of the manipula- 
tion of boom shovels, must know how to change the position of the 
shovel, how to keep a machine shovel close to the bank, and how to drive 
from place to place. He must be familiar with the care and operation 
of small steam boilers, engines, pumps, and such other apparatus and 
equipment that usually go to make up a steam shovel outfit. He should 
be able to make ordinary repairs and must have sufficient knowledge of 
all the machinery to report when it Is not working right ; and be quick iu 
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any emergency and know the danger of cave-Ins when excavating In the 
various types of rock and earth. He should be physically fit and alert, 
and have good eyesight and hearing. He should have had experience 
firing and assisting with a steam shovel. 
, Schooling: Common school. 

STEAK SHOVEL MAN (Clam shell or drop bottom type of bucket) SEIZE 

Description: The duties of an operator of a clam shell or drop bottom 
shovel are to remove sand, soft rock, crushed rock, or earth in general 
dredging and excavating and In the handling of ore and coal. 
Qualifications: The clam shell or drop bottom shovel operator should be 
familiar with the use of cable, tackle block, cable drums, and with carry- 
ing cables ; should know how to anchor and support carrying cables and 
be thoroughly familiar with all parts of the machinery connected with 
the hoisting engine and with moving the bucket ; should be able to make 
all minor repairs, and have sufficient knowledge of all the machinery 
to make a report when it Is not working right ; should have a thorough 
knowledge of firing and operating small steam boilers, engines, and 
pumps. He should be a man equal to any emergency and know the 
danger of cave-ins when excavating in the various types of rock and 
earth. He should have good physical strength and endurance; good 
eyesight and hearing. He should have had experience as fireman and 
assistant where clam shell and drop bottom buckets are used. 
Schooling: Common school. 

WELL DBILLEB (Domestic water supply) WAIST 

Kindred Occupations: Boom crane director; Pile driver. 
Description: The duties of the well driller are the operation of a portable 
churn well drilling outfit in the drilling of wells to supply water for 
farm or household use. 
dualiflcations: He must be thoroughly familiar with the operation of a 
small well drilling outfit operated either by horsepower, gasoline power, 
or steam power. He must be capable of moving and setting up his outfit 
and operating it under difficult conditions. He must be able to drive, 
draw, seal, and cap casings. Must be able to fish for drills and recover 
casings, and be able to dress well tools. He should be experienced in 
drilling wells up to 200 feet with holes from 2 to 4 inches. He should 
have had experience as an assistant to a driller of small wells. 

WELL DBILLEB (Oil, gas, and artesian) WAIT 

Kindred Occupations: Artesian well driller; Oil well driller. 

Description: The duty of the well driller is the operation of portable or 
semiportable churn type well drilling outfits. 

dualiflcations: He must be thoroughly experienced and conversant with 
methods and apparatus for drilling up to 500 feet and holes up to 8 or 
10 inches. Must be capable of moving, locating, setting up and operat- 
ing, driving or drawing casing, sealing and capping. Must be able to 
recover casing, or fish for tools, and must be skilled in dressing tools, 
able to run gasoline, oil, or steam engine equipments, and make all field 
repairs, and able to operate in difficult locations or under unfavorable 
conditions. Should be able to drill 6 or 8 inch holes for churn drill 
blasting operations, for quarry or breaking of ore. Should have a 
knowledge of shooting wells, and experience with Star or Cyclone outfits. 
Should have had experience at oil well general drilling, or artesian well 
drilling. 

Schooling: (Common school. 
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DRAFTSMAN, SPECIAL* GROUP 

AECHItECTUEAI DBAPTSUAN ACKID 

Besoriptlon: The duties of the architectural draftsman are planning build- 
ings, working up architectural details, and making general building 
designs. 

Qualifications: He must be thoroughly familiar with general building con- 
struction and materials, have a good knowledge of architectural styles and 
features, and be able to plan and supervise artistic features of any class 
of building operations. He must be capable of making free-hand sketch 
designs and* details, and able to make engineering computations involved 
in the strength of materials, beams, and trusses. Must be able to work 
up finished designs from architects* sketches. Must be capable of making 
usual computations, such as estimates of quantities and costs of houses, 
barracks, warehouses, and other general buildings. Should have had 
experience in an architect's office or with an architectural engineering 
concern. 

Sohooling: Preferably high school or the equivalent. 

COMMEECIAL DRAFTSHAN CH^AP 

Description: The commercial draftsman should do general all-round draft- 
ing required by any commercial firm or institution, such as laying out lo- 
cation of buildings, plans of arrangements in offices, large rooms, and 
factories, drawing all kinds of forms, records, and charts. 
Qualifications: He must be skilled in the use of all drafting instruments 
required for this kind of work, such as pens, compasses, dividers, "T" 
squares, straight edges, triangles, and scales, and in the use of various 
paints and washes for coloring drawings. Must have had similar ex- 
perience in drafting in an industriial, commercial, or other drafting 
room. 
Schooling: Preferably high school or the equivalent. 

HULL DBAFTSHAlir. {See Ship and boat draftsman.) 

IKJLt HAKEB - HAKNA 

Description: The duties of the inap maker are compiling, drawing, and 
copying maps (not topographical) of cities, towns, counties, townships, 
.States, Territories, Continents, road maps, railroad ^aps, statistical 
maps, charts or graphs or map work of a similar general nature. 
Qualifications: He must be thoroughly experienced in the use of drafting 
instruments, and free-hand ruling, writing, and profiling pens required 
for drawing boundaries, shore lines, rivers, railroads, roads, and moun- 
tains on maps or charts of any kind for general use or reproduction 
purposes. Must be a neat and rapid letterer, and be familiar with the 
use of .water, color paints and brushes for coloring maps. Must be 
capable of working on drawing paper, or tracing linen. Should have 
had experience in detailing and lettering under the direction of an 
experienced map maker. 
Schooling: Preferably high school or the equivalent. 
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Description: The duties of the mariue engine and. aoxlliary draftsman 
are to prepare assembly and detail drawings of marine engines and 
auxiliary ship equipment 

Quallfioatftons: He must be a tborouglily experieaoed .meohanieal drafts- 
man, with special knowledge of genend 4e9ign and det«41s of marine 
engines, either single, compound, or triple expansion* steam tusrblnes, 
boilers, pumps, condensers and feed water heaters, piping, and aux- 
iliary apparatus. He must be familiar with Obe layout of foundations 
and supports of power and operating equipment in ships of different 
types. Must be thoroughly familiar with materials of construction, 
able to calculate and proporti<m dimensions of parts, capable of making 
sectional drawings of any part or parts of the main power or auxiliary 
apparatus. Must be capable of turning out complete finished drawings 
in connection with any part of the mechanical equipment of a ship. 

SohooUng: Preferably techntdil school graduate. 

XnrS DBA7TSKAH MANY 

Besoription: The duties of the mine draftsman are to draw to scale ma^ 
chine and structural designs worked out by the mining engineer or mine 
superintendent; to make sketches and blueprints of all mine workings, 
both plain and sectional ; and to plot survey notes turned in by the mine 
surveyor. 
Ctualifications: The mine draftsman must first be a mechanical draftsman 
(see Mechanical draftsman) ; must be a good letterer in Roman and block 
type of letter ; must be familiar with mining machinery and mine terms ; 
and must have a knowledge of topographic and map work. He should 
have good health and good eyesight. He should have had experience in a 
drafting room, making drawings under the direction of a mining en- 
gineer or mining superintendent, and should have bed considerahle inde- 
pendent experience. 
Sehoohng: Technical higji school, preferably college graduate. 

BAILSOAD SHOP DEAJTSICAN BAH 

Description: The duties of the railroad shop draftsman are to make draw- 
ings for locomotives, all general machine parts, and for railway car 
equipment. 
(Qualifications: He must have a thorough knowledge of strength of ma- 
terials and their use as aiH^ied to rolling >tock, and be experienced in 
the design of locomotive parts; must, be familiar with shop practices, 
including machine tool work, pattern and foundry work; must be a 
thoroughly skilled general designer and draftsman ; and must be familiar 
with railroad practice. He should have had experience in mechanical 
design and drafting in railroad shops. 
Schooling: High school or the equivalent; preferably some technical 
training. 

BBINTOBCED CONCBBTE DBAFTSHAN BAIHE 

Description: The duties of the reinforced concrete draftsman are the de- 
signing and detailing of all classes of work involving reinforced and 
concrete construction. 
Uualifications: He must be an experienced draftsman and designer of vari- 
ous types of concrete buildings, arches, dams, abutments, piers, conduits, 
and retaining walls, either mass or reinforced. He should have knowl- 
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edge of the physical properties ftod chemistry of cement, and various 
kinds and grades of sands and stones, and their relative adaptability 
for use In reinforced concrete. He must be capable of calculating pro- 
portions, size, and spacing of reinforcing and the placing of same, and 
be able to calculate quantities and costs, and must be able to design 
in detail forms and framing for concrete work of all sorts. He should 
have had experience on general contracting, bridge building, hydraulic 
or civil engineering or railroad work. 
Schooling: He should be a graduate of a technical school. 

SHIP AND BOAT BBAFISHAN— HULL BBAFTSXAN SECT 

Besoription: The ship and boat draftsman must do ship drafting in con- 
nection with the design and construction of hulls for large boats or 
ships, 
ilualiflcations: He must be an experienced draftsman with a thorough 
knowledge of the various types of ships, Including the principal dimen- 
sions, lines, beam members, and structural details, and be capable of 
making all drawings, such as horizontal and longitudinal cross sections, 
deck plans, transverse, bulkhead, rigging details, cargo boom and fittings, 
water-tight doors, stem, stern frame and rudder arrangements and de- 
tails, and air ports. He must have had experience in the employ of ship- 
building designers, contractors, or marine architects, and should have 
done considerable hull drafting. 
Schooling: Preferably a technical school graduate. 

ST&UCTTTBAL BBAPTSXAN SEDGE 

Besoription: The duties of the structural draftsman are the designing and 
detailing of plans Involved . in any construction employing structural 
steel. 
Qualifications: He must be a thoroughly competent and experienced struc- 
tural draftsman for bridges and buildings. Must have a thorough 
knowledge of the design of bridge trusses* plate girders, roof trusses, 
trestle bridges, columns, and such steel as would enter into viaducts, 
and also skilled in structural design and fabrications of buildings. Must 
have a knowledge of building requirement such as of reinforced concrete 
work, arches, abutments, piers and retaining walls, including a knowl- 
edge of material and erecting equipment. Must be competent to calculate 
quantities, and prepare estimates of materials and costs. He should 
have had similar experience in general structural engineering, bridge 
construction, railroad or architectural building work. 
Schooling: Preferably a technical school graduate. 



ELEVATOR CmSTRUCTim GROUP 

SIETATOB CONSTKTTGTOB, ELEOTBIO EIETATOK EK&OB 

Beseription! The electric elevator constructor assembles and Installs all 

kinds of freight service and passenger elevators. 
QaalilleatioiiB: He should be able to read mechanical drawings and elec- 
tric wiring diagrams and have a general knowledge of all operating 
machinery. He should be able to make electric wiring connections after 
the electrical units have been put in place by the electricians. He should 
know how to place the elevator on the foundations, assemble the car- 
and platform, put up brackets and rails and all overhead construction, 
install cables and counter weights, Install and adjust all safety and con- 
trolling devices. He should have served an equivalent to an appren- 
ticeship and should have done considerable work as a journeyman. 
Sehooling: Preferably technical high school or technical college training. 

ELEVATOR €ONSTRTTCTOR, EOBEXAN EBEGT 

Description: The duties of the elevator constructor foreman are to install 
and supervise the installation of all forms of electric and hydraulic 
passenger and freight service elevators. 

Qualifications: He must be able to read mechanical drawings and electri- 
cal wiring diagrams. He should have a thorough knowledge of ele- 
vator foundations and hatchways ; be able to do or supervise plumb- 
ing of the hatchways, setting of brackets and rails, and assembling of 
the machinery controlling devices; to check up electrical or hydraulic 
machinery, to set up tackle and rigging for the hoisting of all over- 
head machinery, to inspect and pass upon the installation of all cables, 
controlling and safety devices, signal wiring and power wiring.. He 
should have had considerable experience as a Journeyman elevator con- 
structor and also considerable experience in handling men. 

Sch6oling: Preferably technical graduate. 

EIEVATOB CONSTBTTCTOB, HTDBATJLIC EBBED 

Description: The duties of the hydraulic elevator constructor are to put 
into place ready for use all forms of elevators run by hydraulic power. 
Qualifications: He must be able to read mechanical drawings, have a thor- 
ough knowledge of setting elevators, putting in plungers, setting brackets 
and rails, plumbing hatchways, setting up overhead machinery, and in- 
stalling all safety and controlling devices. He should have served an 
equivalent to an apprenticeship and should have done considerable work 
as a Journeyman elevator constructor. 
Schooling: Preferably technical high school or technical college work. 
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WCSNEMm AND FWEMAN GKOUP 

nraorElffAN and FIKEMAV (Bortal^le MtUt) bclis 

Kindred O«onpa.tions: Firewan; Stattonary eBgtaieer; Bteam engineer. 

Description: The duties of the engiaeniaii «iid fireman are the operation 
and upkeep of «Qiail portable or aemlportafole e^iuipiDeiitB, iadnding 
engines and boilers and email isolated steam pewer plants. 

4liiaUfieatiotts: Hie must have an all-round eKperienoe in taandiing both 
engines and boilers of comparatively small capacity. He moot be familiar 
with boilers and engdiues such ms are used in connection with donkey en- 
gines, hoisting eni^nes, pile driver engine equipment, tractors, railroad 
pumping stations, or small isolated steam driven power plants. He must 

' be thoroughly familiar witii all the parts, fittings, and appurtenances of 
small engine and boiler units, and be capable of making all usual running 
repairs. He should possess a knowledge of pipe fitting, valves, wat^ and 
steam connections, and be capable of keeping all in first-class running 
condition. He should have had similar experience in road buUding, mine, 
contracting, or railroad construction work. 

Schooling: C!onmion school. 

SHGINEMAN, CHIEP, POWEK HOUSE ETCH 

Description: The chief engineer has charge of the power plant and all men 
working there. He supervises the operation of turbine generators, ex- 
citers, convertors, condensers^, pumps, and boilers. He keeps charts 
and records of the operation of each separate engine, the coal used, the 
total load carried on all feeding lines, the kilowatt hours, and the volt- 
age. He supervises all repairing, construction, testing, and cleaning, 
and directs the transfer of coal from barges or cars to the bins and 

m 

the removal of ashes. 

Qualifications: He must have a first-class license, granted upon examina- 
tion. His knowledge and experience must cover all the equipment in 
the plant — ^turbine generators, boilers, pumps, convertors, exciters, con- 
densers, conveyors, switchboards, storage batteries, feed wires and indi-. 
cators of all kinds ; their operation, maintenance, and repair. He must 
be a good mathematician and able to read drawings and to keep charts 
and graphs. The position also requires that he have the ability to select 
and to deal with and handle the men under him. 

Schooling: Common school; technical school or its equivalent. 

SNOIKEMAK, GAS, OIL, OK GAflOLIHE EKGIKE EDDT 

Kindred Occupations: Gasoline englneman; Isolated plant engineer; Truck 

driver. 
Description: The gas, oil, or gasoline engine engineman*s duties consist 
of the operation and maintenance of standard makes of Internal-com- 
bustion engines, either gas, gasoline, or fuel oil, for portable or stationary 
work. 

6S 
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dnalifioations: He must be a thoroughly practical gas or fuel oil eagine 
operator, familiar with the various makes and types of gas, oil, or gaso- 
line engines, and be capable of taking full operating charge of such en- 
gines used for any purpose, such as driving generators, piumps, general 
machinery, construction, or excavating appliances. He must be capable 
of making all necessary adjustments and able to make usual repairs, 
such as scraping and adjusting bearings, grinding and adjusting valves, 
cleaning cylinders, and replacing piston rings. He must be able to 
adjust carbureter to secure maximum power and have some knowledge 
of belts. It is desirable that he have a knowledge of isolated power 
plant electrical apparatus, air compressors, and power pumps for exca- 
vations and emergency work. He should have had similar experience 
with such engines for power purposes in shop, lighting or power plant, 
subway, quarry or mining op^ations. 

Sohooliug: Common school. 

EHOINEHAN, OASOLIITE LOCOMOTIVE EDGE 

Kindred Occupations: Auto mechanic; Steam engineman or fireman with 
auto driving experience ; Tractor driver ; Truck driver. 

Description: The gasoline locomotive engineman*8 duties consist of the 
operation and care of various types of oil or gasoline driven locomotives. 

Qualifications: The gasoline locomotive engineman must have a thoroughly 
practical knowledge of various makes of oil or gasoline locomotives, 
gasoline railway motor cars, or gasoline electric cars. He must have a 
knowledge of construction and upkeep of internal-combustion engines in 
general, including valve grinding and opiating adjustments, and all 
operating repairs to gasoline engines, air brakes, and light locomotive 
running gear, and should be familiar with railroad operating rules and 
regulations to some extent. He should have had experience as heavy 
auto truck or tractor driver and mechanic. 

Schooling: Preferably high school. 

ENGINEMAN, LAKGE STEAM POWEB PLANT OPEBATOK EVENT 

Kindred Occupations: Chief engineer; Mechanical engineer; Operating 
engineer ; Power plant engineer. 

Description: The duties of the engineman operating a large steam power 
plant are the supervision, operation, and maintenance of steam power 
plant equipment of a central power or lighting plant. 

Uualifications: He must be a licensed engineman, familiar with and capable 
of directing all details of operation of stationary steam engines and tur- 
bines of all types and capacities, Including boilers, pumps, condensers, 
feed water heaters, air compressors, steam and water piping, and methods 
of storage and handling coal. He must also have a thorough knowledge 
of operation and control of direct or alternating current generators, high 
or low tension, exciters, switchboards, and understand all transforming, 
switching, protective, and other auxiliary apparatus. He must be capable 
of making performance tests of engines, generators, and boilers, and of 
keeping complete and accurate records of plant operations, and super- 
vising the maintenance of plant equipment. He should have had experi- 
ence as operating engineman in a large steam power plant. 

Schooling: Preferably a technical school graduate. 

ENGINEMAN, MABINE EDICT 

Kindred Occupations: Assistant engineman; Stationary power plant en- 
gineman ; Steam locomotive engineman. 
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Bescriptioa: The duties of the marine engineman consist of the operation 
and the supervision, maintenance, and repair of marine engines and 
engine-room auxiliary apparatus. 

Qnaliiloations: The marine en^neman must be a thoroughly experienced 
licensed marine engineman, capable of assuming entire charge of the 
engine-room of a large steamer, and capaWe of operating single, double,, 
or triple expansion condensing marine engines, or high and low pressure 
steam turbines. He must be capable of maintaining engine and auxiliary 
apparatus in such condition that the maximum power may be delivered 
at short notice under all conditions of weather. He must be thoroughly 
familiar with the operation of all engine and boiler room auxiliary equip- 
ment, such as electric generators, pumps, condensers, feed water heaters,, 
and hoisting equipment. He must be able to make all operating and 
emergency repairs. He must have had similar experience In steam 
power driven water craft, such as ocean-going liners, for freight or 
passengers, inland steamers, ferry boats, or large tug boats. 

Schooling: Preferably a technical school graduate. 

ENGINEMAN, POETABLE EDIFY 

Kindred Occupations: Erecting man on derricks, hoists, or shovels; Hoist- 
ing engineman; Stationary engineman; Steam engineman. 

Description: The duties of the portable engineman consist of the setting 
up, operation, and care of any kind of small portable or semlportable 
steam engine used In erecting, contracting, construction, or for portable 
or semlportable work. 

Qualifications: The portable engineman must be experienced with the oper- 
ation of standard types and makes of small steam engines used on loco- 
motive cranes, pile drivers, derricks, well drillers, dredges, steam shovels,, 
hoists, or other portable or semlportable power plant requiring both en- 
gineman and fireman. He must be capable of erecting and taking entire 
charge, and be able to make usual repairs to engine valves and fittings and 
keep engine In good running condition under unfavorable conditions. He 
should be familiar with the operation of the boiler, using either coal, 
wood, or oil, and be able to assist In making pipe connections. A prac- 
tical knowledge of hitching, raising, lowering, and shifting heavy weights 
is also desirable. 

Schooling: Common school. 

ENGINEMAN, REF&IGEBATION EDIT 

Kindred Occupation: Steam engineman. 

Description: The refrigerator engineman attends to the operation and up- 
keep of mechanical equipment In Ice or refrigeration plant. 

Qualifications: The refrigerator engineman must be a licensed engineer and 
have had practical experience as chief or watch engineer in ice, refriger- 
ation, or cold-storage plant. He must be skilled in the care of ammonia 
compressors, steam or motor driven, tanks, expansion colls, receivers, 
ammonia systems, ammonia piping, pumps and auxiliary apparatus. He 
should have a working knowledge of boilers, pumps, heaters, and gen- 
eral power plant equipment. 

Schooling: Preferably a technical school graduate. 

ENGINEMAN, STATIONABY, STEAM EEL 

Slindred Occupations: Power station steam engineer; Stationary engineer; 

Steam engineer. 
Description: The duties of the stationary steam engineman consist of the 

operation and maintenance of any type or size of stationary steam engine. 
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steam turbine, air or gas compressor, and steam pumping machinery, for 
any purpose. 

(knaliflcations: The stationary steam engineman must have had thorough 
general experience as a licensed stationary steam engineer, arid have 
had responsible operating charge of various types and makes of steam 
driven engines. He must be thoroughly capable of operating any 
slide valve or Corliss reciprocating engine, noncondenslng or condensing, 
and high or low pressure steam turbines for driving either direct or belt 
driven lighting or power generators, or mill or factory power apparatus 
of any kind. He must also be capable of operating steam engines driving 
air or gas compressors, steam pumps, and any auxiliary power or steam 
apparatus in a central power house or factory. He must be thoroughly 
competent to make usual minor repairs, such as locating pound«, taking 
up bearings, scraping and refitjtlng brasses, or packing piston rods and 
pistons of engines, and able to overhaul and supervise upkeep of equips 
ment. He must be familiar with the steam generating apparatus, such 
as boilers, feed water heaters, economizers and injectors, valves and pip- 
ing; some knowledge of electrical generators and switchboard control 
is desirable. He should have had steam engine operating experi- 
ence in a central power or lighting station or isolated power plant. 

Schooling: Preferably a technical school graduate. 

EKODSTEMAK, STEAH LOCOMOTIVE ^00 

Kindred Occupation: Experienced locomotive fireman. 

DeBcrlption: The duties of the steam locomotive engineman consist of 
running or driving standard passenger or freight locomotives of various 
types. 

Qualifications: The steam locomotive engineman must be a thoroughly ex- 
perienced railroad locomotive engineer, with wide experience on express 
or through freight service with some large American railroad. He 
must be thoroughly familiar with such types of locomotives as camels- 
back, compound, or m^^Uet, and with various types of valve gears. 
He must have a thorough knowledge of care, upkeep, and ordinary 
running repairs on locomotives, and be able to take entire charge 
of the engine on any class of work, either through, local or yard work, 
using coal, oil, or wood fuel. He must have a thoroughly practical 
operating knowledge of all the details of the locomotive, such as boiler 
injectors, reversing mechanism, air pumps, and all auxiliary equipment 
and their upkeep. He must have an Intimate knowledge of the standard 
signal systems and rules used on American railroads. 

Schooling: Common school; preferably high school. 

.ENGINEMAN, WATCH, POWER HOTTSE ETHEK 

Description: The watch engineman is In direct charge of turbine generators, 
condensers, pumps, exciters, converters, and boilers during the period 
of his watch, usually eight hours. He takes readings from the indlcatora 
of the engines and watches the load carried and the coal supply. The 
work of the switchboard operator, oilers, and firemen is under his super- 
vision. He assists in and directs repairing and testing of the engines, 
and looks out for the safety of the men. 
Qualifications: He must be a licensed engineman. He must be able to 
keep accurate records and to supervise the work of and instruct the 
men under him. 
Schooling: Common school; technical school or its equivalent 
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WamUOL, GHIS7, POWEE HOUSE EIE8T 

Desorlptlon: The chief fireman has immediate charge of the boiler room 
and his helpers. He Bees that all the fires are properly tended, that 
the grates are free from clinkers, and also that the required steam Is 
maintained. He <H)erates and reguUtes water pumps; operates the 
automatic coal feeds and the agitators; assists in the periodic testing 
of the boilers ; and cleans boiler tubes with compressed air or steam. 

Qualifioations: He must have physical strength and endurance and must 
understand the maintenance of a good fire with the economic use of 
coal. He should be able to use a sUce bar and a peel bar, and should 
have a thorough experience with boilers and fires. He must be qualified 
to direct and instruct his helpers. 

ttohooUng: Common school desirable. 

TZBSKAN, LOGOKOTIVE FATE 

Zlndred Occupation: Locomotive hostler. 

Description: The locomotive fireman's duties consist of the firing of the 
usual type of railroad locomotives. 

Unalifloations: The locomotive fireman must be capable of keeping up steam 
with any available fuel that can be used, on heavy grades, with frequent 
stopping, long or short hauls, heavy or light loads, under all kinds of 
weather conditions. He should have a thorough knowledge of the care 
and operation of locomotive furnaces, tender tanks or cisterns and in- 
jectors. He should be familiar with the operation of the air-brake equip- 
ment and must know all operating signals. He should have a thorough 
knowledge of the standard rules and regulations. He should have had 
experience as fireman on a locomotive boiler, and possess the necessary 
physical fitness. 

Schooling: Common school; pr^erably high school. 

mSXAH, MAKUTE BOILEB EATTLT 

Xindred Oooupationt: Firmaan, river or lake craft; Locomotive fireman; 
Stationary boiler fireman. 

Description: The marine boiler fireman fires or stokes any type of marine 
boiler. 

Qualifications: The marine boiler fireman must be experienced in firing 
and caring for marine boilers of any type. He must be thoroughly ex-* 
perienced in maintaining a proper fire bed and steam pressure under 
all marine conditions under forced or natural draft. He must have a 
practical knowledge of safety valves, steam and water gauges, blow-off 
cocks, and be able to act as water tender. He should have some knowl- 
edge of condensers, feed water heaters^ feed pumps, and ejectors. 

Schooling: Common school. « 

rotBHAJT, POBTABLE BOILEB TAW 

Kindred Occupations: Fireman; Stationary boiler fireman. 
Description: The portable boiler fireman fires a portable or semiportable 

steam boiler. 
Qualifications: The fireman of a portable boiler must be thoroughly expe- 
rienced in the operation, care, and cleaning of fire tube boilers, either 
vertical or horizontal, portable or semiportable types, and capable of 
maintaining proper steam pressure, using various grades of coal 
or wood fuel. He must have a knowledge of, and be experienced in, the 
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use of injectors, pressure and water gau^, and safety applianode). ''Be 
must be fiamiliar witb the operation of steam boilers used on portable 
or semiportable power plants, such as traetion engines, steam shovels, 
hoisting equipments, derricks, pile drivers, cranes, and dredges. 
Schooling: Common school. 

HBEKAN'S HELPEB FISH 

Desoription: The fireman's helper ke^;>s the fires in shape under the dliaaow 

tion of the head fireman. He operates the automatic coal feeders and 

the agitators. He assists in testing boilers and in blowing out boiler 

tubes with compressed air and steam. 
Qualifications: He must be a strong, steady worker. Should have haid 

experience in a large boiler plant. 

nSLEMAS, STATZOHABY BOILS& 7AV0B 

Kindred Occupations: Fireman; Locomotive fireman; Marine boiler fire- 
man. 

Description: The stationary boiler fireman fires boilers in a power station, 
factory power plant, or heating plant. 

Qualifications: The stationary boiler fireman must be an experienced 
general fireman of stationary fire or water tube boilers of standard types 
and able to act as water tender. He must be thoroughly capable of fir- 
ing, operating, blowing off, cleaning and keeping in good condition any 
type of fire or water tube stationary boiler, burning any grade of coal 
or fuel oil. He must have a knowledge of operating chain grate or auto- 
matic stokers, forced and induced draft fans, draft regulators, coal 
handling equipment and economizers. He must be thoroughly familiar 
with the operation of various safety appliances, injectors, feed water 
heaters and pumps, and smoke consuming devices. He should have 
some knowledge of valves and piping. He should .have had experience 
as fireman in a power or steam plant of a central station or industrial 
plant. 

Schooling: Common school. 

LABOBEB, 6ENEBAL, POWEB HOTTSE LEDGE 

Description: The general laborer in the power house may be called upon 
to do any ordinary work such as cleaning and assisting. He may have 
such regular work as the operation of the coal crusher and the bucket 
conveyor for transferring coal from the crushes to the bin or for remov- 
ing ashes from the pit to the hopper. He also assists in hauling away 
ashes. 
Qualifications: He must have physical strength and endurance and be will- 
ing to work under the above conditions. 

OILEB, POWEB HOTTSE * ONION 

Description: The oiler does cleaning, oiling, and packing on turbine gene- 
rators, exciters, converters, condensers, and pumps. He looks after hot 
bearings and frequently operates the controlling levers on the engines 
under the direction of the wa*tch engineer. He assists in testing and 
repairing and may be required to do general cleaning in the power house. 
Qualifications: It is desirable that he have experience as an oiler. 
Schooling: Common school. 
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BXPAZ& KAN, POWEB HOUSE BEADY 

Desoriptlon: The power house repair man does the repair work on boilers, 

condensers, pumps, and piping. Occasionally he is required to repair 

the automatic stokers and to do brick and concrete work. 
Qualifications: He must be skilled in pipe fitting, steamfitting, and pump 

and boiler work. It is desirable that he also be able to do brick and 

concrete work. 
Schooling: Common school. 

LABORER GROUP 

LABOBEB, BUILDnrG TBABES LEB 

As follows: Shovelers in excavations, sand shovelers, cement handlers, 
brick, terra cotta, and lumber handlers. 

Description: The worker employed under the general title of Laborer, 
building trades, will be assigned to one of the occupations enumerated 
above. 

dualiflcations: Should be physically able to stand such work. 

Schooling: Preferably, should be able to read and write the English lan- 
guage. 



PAINTER AND PAPER HANGER GROUP 
CLAZIEB, OILT 

Description: The glazier does catting and setting of window or skylight 
glass, or glazing of any character. 

auaUilcationB: He must be thoroughly familiar with general glazing, cut- 
ting, fitting, and setting of plain, plate, and ornamental glass in house 
windows, wood frame, and metal sash, factory windows, and skylights. 
He must be experienced in packing and transporting all kinds of glass 
and be able to work under adverse condltiona He should have had ex- 
perience as glazier for a mill, factory, or on building contract. 

:PAINT££, AUTOHOBILE QB CABBIAGE PEKAN 

Kindred Occupations: Furniture painter; House interior finisher. 

Description: The duties of the automobile or carriage painter are general 
painting and finishing of automobile and truck bodies and chassis. 

Qualifications: He should be experienced in general automobile or carriage 
painting and able to clean up thoroughly preparatory to painting, on 
new or repair work. He must understand the application of priming, 
glazing, filling, and ground coats, and varnish. He must have prac- 
tical knowledge of rubbing and preparation for final finishing. He 
should know how to mix paint and care. for paints and brushes. He 
should have had general experience in automobile body painting. 

Sohooling: Common school. 



, aSNEBAL POLE 

Kindred Occupations: Fresco painter; Large sign painter. 

Description: The duties of the general painter are general painting of 
houses, buildings, or structures of any character. 

Qualifications: He must be an experienced practical house ot structural 
painter, capable of doing any general work, must be experienced in 
covering large surfaces, and be able to paint canvas, wood, or metal. He 
should be familiar with cleaning or removing paint from metal or wood 
for repainting. He should be able to match and mix paints to proper 
consistency from paste, have a knowledge of paint solvents and thinners, 
and must understand fully the care of brushes and be a good rigger and 
scaffold man. He should have a knowledge of interior brush painting 
and the use of cold-water paints or washes. He should have had experi- 
ence as house painter, bridge painter, or general painter on building 
contract work. 

Sohooling: Common school. 

3AZBnCEB, SiaK PELT 

Description: The duties of the sign painter are any class of sign or bulle- 
tin painting. 
Qualifications: He must be experienced in painting large wall signs, bulle- 
tins, or banners, and skilled in design make-up and painting of all kinds 
of outdoor advertising signs, wall, railway, or roadside board signs, all 
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kinds of bulletins, scene or cutout signs, campaign banners, painted 
flags, and hanging signs, where large areas are covered or scenes depicted. 
He must be able to paint on canvas cloth, sheet metal, or board sections, 
and able to imitate trees, bushes, or landscapes. He must also be able 
to enlarge from sketches or color design paintings. He should have a 
thorough knowledge of paint mediums, mixing and matching colors, and 
the use and care of brushes and painters* materials and apparatus, asd 
be able to estimate on quantities. He should have knowledge of riggidji^ 
and scaffolding and ability to work outdoors under unfavorable condi- 
tion!^. 
Schooling: Common schooL 

PAUTTKR, 8I0N LETTEKEB PEH 

Kluired Ooeupattons; Department store sign and card letterer; Office 

building door letterer; Sign painter. < 
Description: The duties of the sign letterer painter are designing, paint- 
ing, or lettering all sorts of small-slzed signs, or card signs. 
Qualifications: He must be thoroughly experienced in all phases of artistic 
sign work, such as design, make-up, laying out, painting, lettering, 
stripping, gilding, graining, and varnishing. He must be expert in the 
laying out, proportioning, blocking in, and finishing of all styles of letters, 
and in free-hand letter painting of small card signs, bulletins, and 
notices. He must be skilled in gold-leaf sign work, and understand mix- 
ing of paiats and proper use and care of brushes. 

PAXHTEB, STBXrCTUEAL STEEL AKB BEIDOE WOBK PEHOB 

Description: The duties of the painter <m structural steel and bridge work 
are to paint or cover with any antirust coating structural steel or bridge 
work in the process of erection. 
Qualifications: He should know how to pr^are metal surfaces for the re- 
. ceiving of paint ; should be familiar with paints generally used on struc- 
tural steel and bridge work ; understand the care and use of all tools and 
paint brushes ; should be able to Judge the proper consistency of paint to 
be used ; and should be able to work on scaffolding or climb upon struc- 
tural work. He should have had experience on similar work or on 
bridge construction crew or on large buildings. 

Schooling: Ck)mmon school. 

* 

PAINT mZEB PSBAL 

Description: The paint mixer mixes and grinds pigments add white lead 
used in the manufacture of paint. 

Qualifications: He must be able to run paint-mtxing machines of stBndard 
makes and sizes; also able to prepare material for the manufacture of 
putty and operate a machine for the same. He should be an experienced 
paint-mill operator and be familiar with paint-making processes and with 
the handling and packing of paints, leads, etc. 

Schooling: Common school. 

3PAPEE HANGEB PDX.A& 

Description: The duties of the paperhanger are to prepare walls for re- 
ceiving paper and to hang the paper and border. 
Qualifications: He should know how to size and patch walls for receiving 
paper, and should know how to mix flour, starch, and commercial paste. 
He should have a thorough knowledge of all paperhangtng tools, includ- 
ing edgers, paste brushes, and squeegee rollers ; must know how to make 
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butt and lap joint, match patterns and run borders, and have a thorough 
knowledge of the various qualities of paper and their appropriate use 
as to color and location in rooms used for different purposes. He should 
have had experience as a paperhanger*s helper or apprentice and should 
have had considerable work as a Journeyman. 
Schooling: Common school. 

PAPER HANGER'S HELPER POLKA 

Desoription: The duties of the paperhanger*s . helper are to assist the 

paperhanger in trimming and pasting paper and sizing walls. 
Qualifications: He should be a young man who desires to learn the paper- 
hanging trade. He should study the matching of colors and the various 
working out of color schemes. 
Schooling: Ck)mmon school. 

STEEPLE JACK SEAPT 

Description: The duties of the steeple jack are to paint smokestacks, water 

tanks, and steeples or other high buildings, 
dualifioatlons: He must be a thoroughly experienced painter, familiar with 
all kinds of paint generally used for the painting of tanks, smokestacks, 
and steeples ; must be able to prepare all surfaces for receiving the paint. 
He should be able to arrange and adjust tackle or direct the making of 
scaffolding necessary to reach all parts of any tank, steeple, or smoke- 
stack. 

YARNISHER AND WOOD PINISHER VAIL 

Description: The duties of the varnisher and wood finisher are to prepare 
wood surfaces of all kinds for varnish, and to apply stain, varnish, wax, 
and other similar materials. 
Qualifications: The varnisher and wood finisher should understand thor- 
oughly all methods of bringing wood to the desired finish before applying 
varnish. He must, thoroughly understand all methods of filling open- 
grain wood and priming close-grain wood. He must understand the care 
and use of varnish brushes and tools, know how to use water, oil, naphtha, 
or spirit stains, and be familiar with the various grades of shellacs, var- 
nishes, and wax compounds used for varnishing. He should understand 
sandpapering and rubbing various kinds of varnish and know how to 
make wax and bright and dull varnish finishes. He should have had 
experience on high-grade furniture work, interior office work, and on 
high-grade residence work. 
Schooling: Ck>mmpn school. 

WOOD i'lNISHER. {See Varnisher and wood finisher.) 
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PLUMBER, STEAM FITTER, PIPE FITTER, AND PIPE COVERER GROUP 

CALKES, LEAD CHEST 

Kindred Occupations: Hand chipper; Plumber. 

Description: The duties of the lead calker are calking and sealing bell 
and spigot cast-iron pipe of all kinds. The work is usually done by a 
plumber. 

dnalifications: He must be practically experienced in the laying and calk- 
ing of cast iron bell ends and gas mains of the sizes generally used on 
inside construction. Should be capable of setting and centering pipe, 
elbows, crosses, valves, and plugs, and yarning, damming, melting lead, 
and calking with the hand or pneumatic calking hammer and tools. 
Should have a thoroughly practical knowledge of all ordinary tools and 
be able to work on any class of work under adverse conditions. He should 
have had like experience with city water works or private gas or water 
company or considerable experience as pipe lead calker on large building 
operations. 

Schooling: Common school. 

PIPE COVEBEB PATE 

Kindred Occupations: Asbestos worker; Heat and frost insulator. 

Description: The duty of the pipe coverer is to apply heat and frost insu- 
lation material (including covering and insulation with asbestos, mineral 
wool, or felt) to all kinds of pipes, tanks, and boilers. 

Qualifications: He must be experienced In applying insulating coverings 
of any character to steam, water, or refrigerating piping and engine 
cylinders. Must also be able to plaster properly and canvas-cover spe- 
cial apparatus, valves, and fittings on any class of work. Should be 
skilled in mixing insulating plaster, and In the use of the trowel for 
laying and finishing. He should have had like experience on large con- 
' tract or power station work. 

Schooling: Common school. 

PIPE FTTTSB, AMMOmA . PATEN 

Kindred Occupations: Expert pipe fitter; Steam fitter. 

Description: The duties of the ammonia pipe fitter are the erection and 
maintenance of all pipe work required in connection with the ammonia 
system of a refrigerating plant 

Qualifications: He must be experienced in erecting and maintaining am- 
monia piping and general piping around ice or cold storage plants. He 
must have a thorough, practical knowledge of ammonia valves, fittings, 
and connections, and be able to install, according to layout drawings, a 
complete ammonia piping system. Should have a good knowledge of 
boiier-room piping, pump and tank connections, and should be familiar 
with erecting and supporting large pipe. He should have had a like ex- 
perience in a large commercial cold storage plant. 

Schooling: Common school. 
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PIPE 7ITTEE, FOREHAN PATH 

Description: The duties of the foreman pipe fitter are the supervision, 
erection, or maintenance of extensive piping systems for general purposes. 

Qualifications: He must be a thoroughly experienced and skilled pipe fitter, 
capable of handling any kind or sized job. Mlist be experienced in all 
classes of water, gas, oil. or compressed-air piping, using screw thread 
or flanged pipe in large sizes for low or high pressure or hydraulic 
work. Must have thorough, practical knowledge of valve fittings and 
tank, pump, or boiler constructions. Must be able to work to drawings 
or sketches and competent to supervise general piping erection, inside 
or outside, such as engine and boiler piping for power stations or large 
pumping installations. Should be skilled in the use of ropes and blocks 
for rigging, and setting temporary or permanent supports, and must un- 
derstand providing for expansion and drainage. Should be experienced 
in factory or power-plant piping and Installation work. 

Schooling: Preferably some technical training. 

PIPE FITTER, JOTTRHETMAN PATTY 

Kindred Occnpations: Plumber; Steam fitter. 

Description: The duties of the journeyman pipe fitter are to install pipe 
fittings for general purposes. 

Qualifications: He must be a thoroughly practical. pipe fitter, able to lay 
out from drawings or sketches, and do any general work in connection 
with installing permanent or temporary gas, air, oil, or water piping. 
Should have general knowledge on steam pipe work, boiler and pump con- 
nections, and steam apparatus, and should be competent to work under 
direction on installation or plant maintenance work. He should have had 
general experience as plant pipe man, or fitter, on contract work, or have 
served a regular apprenticeship. 

Schooling: Common school. 

PIPE FITTER, LOCOMOTIVE PAUSE 

Kindred Occupations: Pipe fitter, expert; Plumber; Steam fitter. 

Description: The duties of the locomotive pipe fitter are all kinds of pipe 
woiTc involved in the construction or repair of steam locomotives. 

Qualifications : He must be thoroughly skilled and experienced in all kinds 
of pipe work and be able to cut, bend, and fit to drawings or specifica- 
tions, steam pipes for pressure up to 250 pounds per ^uare inch, and 
do all other kinds of pipe fitting and work involved in fitting and con- 
necting steam, water, and air pipes to outlets, fixtures, and operating ap- 
paratus forming parts of a locomotive. Must thoroughly understand the 
operation of hand and power driven pipe cutting and threading ma- 
chines and pipe cutters. Must have a practical knowledge of standard 
valves, fittings, tank, pump, and boiler connections. Must be capable of 
performing tasks on converted pipe work under water J)ressure. He 
should have had experience on locomotive, factory, or power plant piping 
Installation work. 

Schooling: Ck)mmon school. 

PIPE FITTER, OUTSIDE PAVE 

Kindred Occupations: Pipe fitter; Plumber; Steam fitter. 

Description: The duties of the outside pipe fitter are general outdoor 

pipe erection, or fitting work around mines or quarries, or construction 

work of any character. 
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(Qualifications: He must be a practical general pipe fitter, experienced on 
outside piping for compressed air, gas, steam, or water. Must be experi- 
enced in emergency pipe installation or repairs, and in running long or 
temporary air or steam pipe lines in quarries, mines, or any kind of con- 
struction work, for operation of rock drills, hoists, or pumps used for 
emergency pumping. Should be able to cut and fit from sketches and be 
capable of doing light work in the open under unfavorable conditions, 
and should have general knowledge of the use of standard valves, fittings, 
and pipe, and should preferably have some knowledge of proportioning 
pipes and mains, and be familiar with pipe covering and insulation of 
exposed lines. He should have served an equivalent to an apprenticeship 
with an outside pipe fitter. 

Schooling: Common school. 

PIPE FITTER'S HELPER PAWN 

Kindred Occupations: Plumber's helper; Steam fitter's helper. 

Description: The duties of the pipe fitter's helper are to carry tools, keep 
the pipe fitter supplied with general materials, cut pipe and threads, and 
make minor fittings under the direction of the general pipe fitter. 

Qualifications: He should be a good healthy young man who has shown 
a desire to learn the pipe fitter's trade. If he can not read drawings 
and make the necessary calculations for cutting pipes, he should be 
willing to pursue a course of study along these lines. 

Schooling: Common school, preferablv trade school. 

PIPE FITTER, SPRINKLER SYSTEMS * PAY 

Kindred Occupations: General pipe fitter, journeyman; Plumber, journey- 
man; Steam fitter, journeyman. 

Description: The duties of the sprinkler-system pipe fitter are to install 
all piping and fixtures used in a sprinkler system, including all hydrant, 
pump, and nozzle connections. 

Qualifications: He must be a thoroughly experienced pipe fitter, able to 
work to drawings and templates; be able to order all stock and ma- 
terials ; must have a thorough knowledge of all pipe fittings, including 
valves and sprinkler nozzles. He should have had experience as a 
helper, equivalent to a regular apprenticeship. 

Schooling: Common school, preferably high school. 

PIPE LAYER, f RENCH, FOREMAN POISE 

Description: The duties of the trench pipe layer foreman are to lay and 
supervise the laying of pipe lines of any size or any character for gen- 
eral pipe line service. 
Qualifications: He should be able to read drawings and specifications, must 
be practically experienced in laying and supervising the laying of all 
kinds of water, gas, and oil pipes. He must be experienced in pipe line 
work, such as laying, jointing, leveling and grading small and large 
pipes, whether of wrought iron, cast iron, or wood staves. He must be 
thoroughly familiar with valves and pipe fittings, must understand fully 
the use of cutters, pipe dies, wrenches, tongs, and pneumatic tools for 
chipping and calking either lead joints or riveted sections. He should 
have a thorough knowledge of placing sheet piling for the prevention 
of cave-ins in trenches, should have a general knowledge of building 
of manholes and making pipe connections. He sjiould have had experi- 
ence in laying city water lines, sewers, and gas pipe lines. 
Schooling: Preferably technical school graduate. 
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PIPE LAYEB, TRENCH, JOVBNETMAH POKE 

Besoription: The duties of the pipe layer trenchman are the laying of 
pipe lines of any size or character and for any service. 

QuallflcatioiLB: He must be practically experienced in the laying of all 
kinds of water, gas, and oil pipes, on surface and in trenches. Must be 
thoroughly experienced in pipe-line work such as laying, jointing, level- 
ing, grading, and supporting small and large pipes of wrought iron, 
cast iron, bell and spigot or wood stave pipe. Must be thoroughly 
familiar with valves and pipe fittings. Should understand fully the 
use of cutters, pipe dies, wrenches, tongs, and pneumatic tools for chip'*- 
ping and calking, either lead Joints or riveted sectional pipe. Should 
have a thorough practical knowledge of driving sheet piling or placing 
sheeting in trenches, handling heavy pipe, and building manholes. 
Should have had experience in laying city water lines or sewers, or 
with municipal or private water or gas companies, oil or gas pipe 
lines, hydraulic power lines and steam piping. He should have had con- 
siderable experience as helper and independent worker. 

Schooling: Common school. 

PimCBER, POBEXAH PEA 

Kindred Occupations: General plumber ; Pipe fitter foreman. 

Description: The duties of the foreman plumber are the supervision, in- 
stallation, and maintenance of all classes of sanitary plumbing and 
fixtures. 

Qnaliflcalions: He must be an all-round licensed plumber, experienced in 
installing all kinds of interior and exterior sanitary plumbing. Must be 
able to work to drawings and specifications on any sized Job, and to 
lay out and supervise work for service connections throughout to the 
sewer connections. Must have a thorough, practical knowledge of con- 
struction use of all kinds of standard sanitary plumbing and other equip- 
ment, including hot water and steam heating systems used in connec- 
tion with toilet, laundry, and sinks. Must be an experienced pipe fitter 
capable of Installing water or heating piping, and be skilled in lead 
pipe work. Must have a complete working knowledge of maintenance 
and repair of sanitary appliances. Should have had wide exi)erience 
on large contract work, such as plumbing in factories, hotels, or office 
buildings. Should have had considerable experience as an all-round 
Journeyman plumber. 

Schooling: Common school. 

PLTTXBEB, JOURNEYMAN PEACE 

Slindred Occnpations: Pipe fitter. Journeyman; Steam fitter, Journeyman. 

Description: The duties of the Journeyman plumber are the Installation 
and repair of all plumbing and fixtures. 

Qualifications: He must be a practical general plumber, experienced In 
Installing sanltft'y plumbing and appliances, such as toiletSr sinks, 
drains, and waste pipes. He must be familiar with general piping and 
lead pipe work, pipe fittings, calking joints, and making service connec- 
tions. Should have some knowledge of hot water and steam heating 
systems. Should have had an experience equivalent to an apprentice- 
ship to a general plumber. 

Schooling: Common school. 



82 BIHLDINQ AKD GENEBAI. OONSTBUOTION 

PLUMBER, MAEINE PEACH 

Kindred Occupations: Pipe fitter, journeyman; Pluml)er, journeyman; 
Steam fitter, marine. 

Description: The duties of the marine plumber are the installation and 
repair of all kinds of plumbing equipment and fixtures on board ship. 

Qualifications: He must be a practical plumber, experienced In installing 
all kinds of sanitary plumbing appliances, such as toilets, sinks, drains, 
and waste pipes. He must have a thorough knowledge of all kinds of 
pipe fittings. Must be able to work from drawings or templates and be 
able to make his own templates. 

The marine plumber must be especially skilled in bending all sizes of 
pipe, and in handling large sizes of lead pipe. He should have not less 
than an equivalent to an apprenticeship under a journeyman plumber. 

Sohoolinir: Not less than common school, preferably trade school or tech- 
nical high school. 

PLUMBER'S HELPER PEAS 

Slindred Occupations: Pipe, fitter's helper; Steam fitter's helper. 

Description: The duties of the plumber's helper are to carry tools, ke^ 
the plumber supplied with general materials, cut pipe and threads, and 
make minor fittings under the direction of the general plumber. 

duallfications: He should be a good healthy young man who has shown 
a desire to learn the plumber's trade. If he can not read drawings 
and make calculations necessary for cutting pipes, he should be willing 
to pursue a course of study along these lines. 

Schooling: Common school, preferably trade school. 

STEAM FITTER, FOREMAN SELAH 

Kindred Occupations: Pipe fitter, foreman; Plumber, foreman. 

Description: The duties of the foreman steam fitter are to supervise the 
running of steam lines, the making of pump, boiler, oil, air, and radiator 
connections, and the connecting up and adjusting of steam thermostats 
and gauges. 

Qualifications: The foreman steam fitter should be skilled in the use of 
all types of steam fitters' tools; should be able to install either verti- 
cal or horizontal steam lines, using all sizes of pipe and on both high 
and low pressure work; should have a thorough knowledge of setting 
and adjustment, and also a thorough knowledge of thermostat heat con- 
trol; should have a general knowledge of pipe fitting other than for 
steam work ; should b^e able to order materials, calculate and cut lengths 
of pipe, and have ability to control men and to lay oyt work from draw- 
ings, sketches, or templates. He should have had considerable experi- 
ence as a journeyman steam fitter. 

Schooling: Not less than common school, preferably trade school or techni- 
cal high school. 

STEAM FITTER, JOURKEYMAN SELF 

Xindred Occupations: General plumber, journeyman; Pipe fitter, journey- 
man. 
Description: The duties of the journeyman steam fitter are to fit all types 
and sizes of steam pipes; to make pump, boiler, oil, air and radiator 
connections, under the direction of a superintendent or foreman. 
Qualifications: He should be able to work from drawings or templates; 
should have a thorough mastery of all common steam fitting tools ; should 
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be able to place ana adjust all types of steam valves and gauges, cal- 
culate and cut lengths of pipe, and order materials. He should have 
had experience equivalent to an apprenticeship under a Journeyman 
steam fitter. 
< Schooling: Not less than common school, preferably trade school or tech- 
nical high school. 

STEAK FITTEB, MAEINE SELL 

Kindred Occnpations: Pipe fitter, marine; Plumber, marine. 

Description: The duties of the marine steam fitter are to install any or 
all portions of a steam pipe system, including pump connections, boiler 
connections, oil, air, and radiator connections, working under the direc- 
tion of a superintendent or foreman. 

Qualifications: He should be able to work from drawings or templates 
and should be able to make his own templates. He should have a 
thorough mastery of all common steam fitting tools and be able to cal- 
culate and cut all lengths of pipe and order all materials. He must 
understand the setting and placing of all steam valves. 

The marine steam fitter must be especially skilled in bending all sizes 
of pipe. He should have had experience equivalent to an apprentice- 
ship under a Journeyman marine steam fitter. 

Schooling: Not less than common school, preferably trade school or tech- 
nical high school. 

STEAH FITTEB'S HELPEB SEND 

Kindred Occupations: Pipe fitter's helper; Plumber's helper. 

Description: The duties of the steam fitter's helper are to assist the steam 
fitter in holding pipe, handling tools, and cutting threads and pipe, and 
making pipe connections under the direction of the steam fitter. The 
helper is usually in training to become a steam fitter. 

Qualifications: He should be a healthy young man who has shown a desire 
to learn the trade. When he becomes an apprentice, he should be able 
to read drawings and make ordinary measurements, or should be willing 
to pursue a course of study along these lines. 

Schooling: Common school, preferably trade school. 

THEBHOSTAT MAN TEASE 

Description: The duties of the thermostat man are to install, connect, 
and adjust heat control devices of all kinds in connection with heating 
systems. 
Qualifications: He should be thoroughly familiar with the principles of 
thermostat heat control; should be familiar with all the various stand- 
ard thermostats; should know how to adjust and repair, and how to 
replace parts; should be able to work from drawings and to order stock 
and supplies. He should have had experience as an apprentice or as a 
helper equivalent to a full apprenticeship. 
Schooling: Common school. 



ROOFER GROUP 

KOOFEK, COMPOSITION HEAD 

Description: The duties of the composition roofer are to lay all kinds of 
commercial composition for the surfacing of roofs. 

Qualifications: He must know how to mix commercial roofing composi- 
tions, understand the laying of papers or canvas or any other materials 
ready to receive the final coating. He should have had experience as a 
helper and should have done considerable work as a journeyman roofer. 

Schooling: Common school. 

BOOFEK, SLATE AND TILE REACT 

Description: The duties of the tile and slate roofer are to lay tile and 

slate for all kinds of roofing work. 
Qualifications: He must be able to work to specifications, perforate tile 
and slate for the receiving of nails, line tile or slate for roofing and 
place ridge pieces necessary for forming' a complete slate or tile roof. 
He should have had experience as an apprentice and considerable ex- 
perience as a journeyman roofer^ 
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SHEET METAL WORKER GROUP 

BinCPEK BAND 

Description: The duties of the humper are to use a small power machine 
known as the bumper, to form special shapes of sheet metal. 

Qualifications: He should be able to read drawings, worli to samples or 
templates and must be able to msike his own templates. He must be thor- 
oughly familiar with all forming tools over which metal is formed by 
staking or bumping processes. He must be thoroughly familiar with an- 
nealing processes and annealing furnaces used in connection with draw- 
ing, spinning, or forming sheet metals. He should have served an equiva- 
lent to an apprenticeship and have done considerable work as a journey- 
man bumper. 

Schooling: Common school, preferably a special course in sheet-metal draw- 
ing and layout work. 

COPPEBSKITH CHEAT 

Kindred Occupations: Sheet metal worker; Tinsmith. 

Description: The duties of the coppersmith are to make and repair cop- 
per utensils, to install and repair copper piping and connections on such 
work as boilers, chemical apparatus, and distilling equipment. 

Qualifications: He must be experienced in all phases of coppersmith work 
and able to work to drawings, sketches, templates, or samples and lay out 
and form from sheet copper such articles as copper kettles and funnels, to 
install copper pipes for marine and stationary engines and install pipes 
and make fittings for gas ejector equipment. He must be skilled in bend- 
ing, shaping, and fitting pipes for high pressure steam, water, or other 
purposes. He must also be capable of tipping wooden parts with sheet 
metal, soldering joints, repairing gas tanks and radiators. He must be 
thoroughly familiar with sheet metal pattern layout and making, the 
use of proper fluxes in brazing, and skilled in the use of brazing furnaces 
and gasoline blow torches. He must also be familiar with working other 
metals, such as brass and sheet aluminum. He should have had similar 
experience in a railroad or industrial shop. 

Schooling: Preferably trade school or technical high school. 

METAL SFINNEB MINCE 

Description: The duties of the metal spinner are to shape by spinning spe- 
cial sheet metal forms. 
Qualifications: He should read drawings, be able to work to templates and 
samples ; should be able to make his own layouts and templates ; should 
use skillfully all spinner's tools; understand the making and use of spin- 
ning forms. He should be thoroughly familiar with the various annealing 
furnaces and annealing processes used in drawing and spinning sheet 
metal. He should have had experience equivalent to an apprenticeship 
as a metal spinner and have done considerable work as a journeyman. 
Schooling: Common school, preferably a special course in sheet metal lay- 
out work. 
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PUNCHEK, OB PUNCH PKESS HAND PEASE 

. Kindred Oooupation: Blacksmith, boiler shop or plate shed group. 
Besoription : The duties of the puncher are to punch holes in plates, chan- 
nels, bars, or angles to layout furnished by layout man. 
Qualifications: He must be able to operate single and multiple punch 
presses working on large plates, channels, or angles, to set punches and 
dies and keep them in condition. He must be able to direct the work of 
helpers. 
Schooling: Common school. 

SHEET METAL LAYOUT KAN AND PATTEAN DEVELOPEA SEED 

Description: The sheet metal layout man lays out by lines and prick 

punch marks all sheet metal patterns and forms. 
Qualifications: He must be thoroughly skilled in the use of all layout 
tools; thoroughly understand projections and developments as used in 
sheet metal work; should have sufficient experience as a sheet metal 
worker to be thoroughly familiar with the possibilities and limitations 
of the machines for which the layout is made. He should have served 
at least an equivalent to an apprenticeship as a sheet metal worker^ 
and should have done considerable sheet metal drawing and pattern 
development. 
Schooling: Common school a^^d an independent course in sheet metal draft- 
ing and layout ; preferably some technical training. 

SHEET METAL WOEKEK, BTJILDINO TKADES SLAVE 

Description: The sheet metal worker in the building trades makes dnd 
installs all kinds of sheet metal fittings usually required in building 
construction. 
Qualifications: He must be capable of working to drawings, patterns,' and 
templates and capable of making and hanging all kinds of cornices 
and ornamental sheet metal work for buildings, and making and install- 
ing ventilating equipment, including ventilating ducts, ventilators, fan 
housings and connections, furnace casings and connections, and air 
heater casings of any kind, fie should also have a knowledge of light 
angle and channel frames used in stiffening or carrying sheet metal 
construction. He should do skillfully all riveting and soldering work 
and use skillfully all sheet metal bench and floor tools. He should have 
served at least an equivalent to an apprenticeship to a journeyman 
sheet metal worker. 
Schooling: Common school; preferably high school. 

SHEET METAL WORKER, METAL FROM 16 TO 10 GAUGE SEEP 

Description: The sheet metal worker on metal ranging from 16 to 10 
gauge, for the purpose of this classification of occupations Is defined 
as a man employed in the manufacture of such work as light tanks, 
range boilers, air and gas pressure tanks, and gas buoys. 
Qualifications: He must be able to work from drawings, samples, or pat- 
terns, use skillfully all the ordinary sheet metal bench and floor tools, 
including metal breaks, bending rollers, rotary shears, and straight 
shears. He should have a thorough knowledge of riveting, hot or cold, 
and it is desirable that he understand electric spot welding. He should 
be able to bend and shape light angle and T -irons where they are used 
for supporting sheet metal work. He should have had experience equiva- 
lent to an- apprenticeship under a sheet metal worker. 
Schooling: Common school; preferably trade school or technical high 
■chooL 
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TIKSUITH TEA 

Description: The work of the tinsmith is ordinarily confined to the making 

of utensils, such as pans, pails, light pipes, and liquid conveyors. 
Qualifications: He should be able to work to drawings, patterns, or tem- 
plates. He must use skillfully all tinner's bench tools; must be able 
to use skillfully soldering coppers and blow torch and be able to do 
general repair work on automobile lamps and general thin metal uten- 
sils. Should understand the laying of tin roofing or the covering of large 
surfaces with tin where the various kinds of sheet metal joints are used. 
He should have had experience equivalent to an apprenticeship to a 
regular tinsmith. 
Schooling: Not less than common school with an independent study of 
sheet metal drafting and layout, preferably trade school or technical 
high school. 



SURVEYOR AND CIVIL ENGINEER GROUP 
AXUAN ACTOB 

Kindred Occupation: Wood chopper. 

Description: The duties of the axman in a surveying crew are to clear the 
ground of weeds, brush, or trees, in order that the transit man may obtain 
a clear sight along a desired course. The axman also drives the stakes 
for the rodman and frequently assists in carrying instruments or camp 
outfits in changing camp locations. 

dnalifications : The axman must have ability to handle an ax and hatchet, 
and have physical strength and endurance in walking, and especially 
be able to endure outside exposure. 

Schooling: Common school. 

OHAINMAN (Surveyor's assistant) CHECK 

Description: The duties of the chainman are to measure distances with a 
steel tape or a surveyor's chain under the direction of the surveyor, 
transit man, or level man. There are usually two chainmen — ^head and 
rear. The head chainman usually carries a flag or a sight pole, selecting 
the point where the axman drives a stake to mark the points indicated by 
the surveyor or transit man. The rear chainman merely holds the tape 
or chain at zero at the last marking station, 
duallflcatlons: The chainman must have good physical strength and ability. 
He must be hardened to outdoor work and have had experience as chain- 
man in a surveyor's crew. 
Schooling: Common school; preferably high school. 

CIVIL ENOINEEK CKAO 

Description: The duties of the civil engineer are the planning, designing, 

and supervising of all classes of general construction operations. 
Qualifications: He must be thoroughly familiar with the mathematical and 
mechanical principles and engineering features of designs, construction, 
or operation in connection with land surveying; structural, bridge, or 
building work of any kind ; highway construction ; hydraulic development ; 
municipal engineering in connection with water works; drainage and 
sewerage; railroad survey and construction; harbor, canal, and dam 
construction, such as wharfs, piers, excavation, and dredging. 

Must be thoroughly familiar with the use of all types and classes 
of construction machinery used in civil engineering developments, such 
as cranes, hoists, derricks, shovels, hydraulic dredges, pumps, excavators, 
concrete mixers and distributors. 

Must be thoroughly familiar with all materials used in construction 
work and be capable of preparing specifications and contracts for ma- 
terials or equipments of any kind involved in such classes of work. 
Schooling: Must be a technical graduate with a broad practical experi- 
ence in the various branches of civil engineering. 
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CIVIL ENOINEEB'S HELPER CBEAK 

Description: The civil engineer's helper assists the civil engineer in lay- 
ing out roads, railways, chutes, buildings, etc. 

Qualifloatlons: The civil engineer's helper must have a knowledge of draft- 
ing, surveying, and engineering problems. 

Schooling: High school or college. 

BODMAN (Surveyor's assistant) BAHB 

Description: The duties of the rodman are to work with the transit or level- 
mian, handle the transit rod, level rod, stabia rod, and chain and steel 
tape. 
• Qualifications: The rodman must make accurate chain measurements and 
offset measurements, and be able to locate turning points and bench 
marks. He should be able to use the hand level; must understand the 
taking and plotting of field notes and sketching. . He must have a general 
knowledge of surveying instruments. He should have had experience as 
a chainman or an equivalent in an engineering school. He must have 
good physical strength and be able to stand outdoor exposure. 
Schooling: Should be a college graduate in civil engineering. 

STTBVEYOB, GENEBAL SIEOE 

Kindred Occupations: Civil engineer; Instrument man. 

Description: The general surveyor makes surveys In connection with water 
systems, pipe lines, land boundaries, and surveying work of a general 
nature. 

Qualifications: The general surveyor must be capable of making prelimi- 
nary and location surveys, compass surveys, topographical sketches, 
leveling for grades and flow, profile and cross-section surveys, and laying 
out reservoirs; must be capable of making complete and intelligent 
field notes and plotting them in regular form. Must be thoroughly 
familiar with various types of transits, levels, and compasses, and 
capable of making all necessary adjustments. He must be a rapid and 
accurate computer on civil engineering work, and be familiar with the 
use of mathematical tables and engineering data. He should have had 
general surveying experience in municipal contracting or engineering 
work. 

Schooling: Technical school graduate. 

SUBVEYOB, HIGHWAY SIEVE 

Kindred Occupations: General surveyor; Instrument man; Railroad sur- 
veyor. 
Description: The highway surveyor makes^ the layout and establishes the 

grade for highway construction and repairs. 
Qualifications: The highway surveyor must be capable of making complete 
survey from preliminary location to final stage of completed road, in- 
cluding making profile and cross-section surveys, plane-table surveys, 
topographical sketches, offsets, locating fences, buildings, and intersecting 
roads, establishing grades and bench marks, staking out cuts, fills, drains, 
culverts, and abutments. He must be thoroughly familiar with adjust- 
ments and care of all instruments used, and possess a knowledge of 
various types of road construction, methods of subsoil drainage, various 
types of culverts, arches, and highway bridges. He should have had ex- 
oerience as surveyor or instrument man with governmental. State, or 
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county highways" or topographical department, or worked on road 
building with contractors or on railroad operations. 
Schoolin|g:: Technical school graduate. 

SXTBYEYOB, MINE SIFT 

Kindred Occupations: Civil engineer; General surveyor; Mining engineer. 

Description: The mine surveyor does underground and mine surveying of 
any character. ' 

Qualifications: The mine surveyor must be a technical civil engineer, prac- 
tical, experienced in general surveying and especially underground or 
. mine surveying of all kinds, such as prospecting, exploration, mine and 
tunnel alignment, and must be skilled in the use of transit and reflectors, 
compass and level, and must be familiar with their adjustment and care. 
He must be able to read vertical angles, using prism eyepiece, be experi- 
enced in the use of adjustable leg tripod and in the use of signal lamps, 
tripod lamps, plumb-bob lamps, and angle reading or three-tripod method 
and steel tape for distance In the case of sloping drifts and tunnels. He 
must understand thoroughly the use of prismatic mining transits for 
vertical lines, long plumb-bob lines, and be able to drop transit points for 
alignment In deep shafts with greatest accuracy for line construction. 
He must be familiar with use of compass and skilled In calculating 
latitudes and departures. Must thoroughly understand underground 
leveling and the use of illuminated rods and cross-section work with 
sunflower cross sectloner. Must be able to make complete and accurate 
sketches and field notes. Should understand the use of dip needle and 
magnetic surveys. He should have had experience in field work. 

Schooling: Technical school graduate. ' 

STTBrVEYOB, RAILROAD SIOH 

Kindred Occupations: Civil engineer; General surveyor; Instrument man. 

,Description : The railroad surveyor does layout of construction work and 
railroad surveying. 

Qualifications: The railroad surveyor must be a trained engineer, capable 
of making complete preliminary and location surveys, and be a competent 
transit man and levelman, capable of carrying out profile and cross- 
section work. Must be able to locate and stake out curves, sidings, 
grades, cuts, fills, yards, buildings, abutments, and piers. He must have 
a thorough knowledge of the adjustment and care of all surveying In- 
struments. Must be Capable of taking and plotting all field notes, and 
estimating quantities and costs. He should have had experience as chief 
of parly or Instrument man In a preixdQlnary, location, or construction 
railroad survey. 

Schooling: Technical school graduate. 

STTRVEYOR, TOPOGRAPHICAL SILK 

Kindred Occupations: Civil engineer; Highway surveyor; Map surveyor. 
Description: The topographical surveyor is engaged in making topographi- 
cal maps and surveys, and in tabulating data. 
Qualifications: The topographical surveyor must be capable of making 
actual map survey and construction of topographical maps resulting 
therefrom, using various scales and contour intervals. He must be 
capable of making rapid field sketches and be competent to interpret 
terrain and to report correctly concerning it, to use maps and locate cor- 
rectly men or parties on the ground. He must be thoroughly experienced 
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In the use of plane-table, stadia, theodolite, engineer's wye level and 
transit, drafting Instruments, and in free-hand drawing and sketching. 
He must be familiar with various map methods and conventional signs, 
symbols, and colors used on topographical maps. He should have had 
experience as assistant or instrument man on geodetic, topographical, or 
highways survey. 
Schooling: Technical school graduate. 

STTBVEYOK, TOPOOBAPHIGAL PHOTOGBAPHIC SUVA 

Kindred Oocupations: Civil engineer; Outdoor photographer; Topographical 
surveyor. 

Description: The topographical photographic surveyor does photographing 
from the ground or air (airplane), and from such photographs making 
or revising topographical maps. 

Qualifications: The topographical photographic surveyor must be capable 
of using transit, plane-table, level, and surveying camera, and of making 
free-hand drawings and sketches. He must have a thorough knowledge 
of plane, spherical, and analytical geometry and trigonometry, be 
experienced in making topographical maps, and also experienced in 
taking and using photographs for topographic surveying. He should have 
had experience in topographical surveying. 

Schooling: Technical school graduate. 

STTBVEYOB, TOPOOBAPHIGAL TBIANGULATOB SINCE 

Kindred Occupations: Civil engineer; Topographical surveyor. 

Description: The topographical triangulator surveyor makes geodetic or 
triangulation surveys over large areas. 

dualifications: The topographical triangulator surveyor must be capable of 
taking charge as chief of triangulation party where control is over large 
areas, and using micrometer theodolites or large vernier instruments 
reading to 20 seconds of arc or less and where the sight lines are more 
than a mile in length. He xhust be skilled in the use of theodolites, 
transits, hand levels, aneroid barometers, and in handling tools necessary 
for simple repairs to instruments, such as resetting level vials, inserting 
cross hairs, and making substitutes for broken parts. Must understand 
general methods of base-line measurement and computing methods neces- 
sary for preliminary computations of the results of field triangulation. 
He must be familiar with topographic mapping on a small scale and 
handy with carpenter's tools needed in erecting observing platform or tall 
signals. He should have had reasonable experience as railroad locating 
engineer or as party chief of a governmental geological, topographical, or 
geodetic survey. 

Schooling: Technical school graduate. 

TOPOOBAPHICAL FIELD ASSISTANT TEACH 

Kindred Occupations: Instrument man; Surveyor. 

Description: The topographical field assistant is the general assistant and 
instrument man of the topographical survey field party. 

Qi^alifications: The topographical field assistant must be capable of using 
plane-table, stadia, engineer's wye level and transit, and drafting instru- 
ments. He should have had field experience using an Instrument in a 
surveying party or during a civil engineering college course. 

Schooling: Technical school graduate. 



RAILROAD TRANSPORTATION 

ACCOXTNTANT, BOAD DEPAKTXENT AGUE 

Kindred Occupations: Accountants in other branches of railroad service; 
Bookkeeper. 

Description: Road department accountants keep record of material and 
labor used on a division, charging such material and labor to the differ- 
ent operating expense accounts, and prepare vouchers for material pur- 
chased on a division, etc. 

Qualifications: Must be familiar with the Interstate Commerce Commission 
rules for classification of accounts, and should be familiar with the 
principles of bookkeeping; should also be familiar with the materials 
used in maintenance of way work. 

Schooling: Common school or equivalent and business course. 

AGENT, STATION. {See Station agent.) 

AGENT, TKANSFEB STATION ADULT 

Description: The transfer agent sees that shipments are properly trans- 
ferred, making necessary notations on waybills; keeps a record of cost 
incurred on each separate transfer, and a complete record of such trans- 
fer, noting special conditions. 
Qualifications: Must understand loading and unloading freight of all kinds 
and be able to handle laborers. He should have been an agent at smaller 
stations. 
Schooling: Common school or equivalent. 

AIB BLEEDEE. (See Helper, railway shop.) 

AIB-BEAKE MAN, CAB ADZ 

Description: The air-brake n^an installs and repairs air-brake equipment 

on cars. 
Qualifications: An air-brake man should have taken a course covering 
mechanism and repairs to air brakes, and should have passed an exami- 
nation along this line. He must' be able to remove, adjust, repair, and 
replace any part of the air-brake equipment. 
Schooling: Common school. 

AIB-BBAKE TEST-BOOM INSPECTOB. (See Inspector, air-brake test room.) 

AFPBENTIGE, TBACE EOBEMAN. (See Track foreman, apprentice.) ' 

ASSISTANT. (See under specific occupations: Engineer; Bead foreman; Signal 
maintainer; Station master; Yardmaster.) 
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BAOOAOE CHECXEA BODY^ 

. Desoription: The duties of the baggage checker are to check baggage- 
through to destination and to cancel permits on transportation ; to deter- 
mine and collect all excess baggage. 

Qualifications: He must understand the various classes of transportation 
and baggage permits, and pjust know how to calculate excess baggage. 
He must be physically strong. 

Sohoollng: Common school. 

BAQGAOEHAK, TRAIN BOGUS 

Description: The baggageman on the train has charge of baggage carried 
on baggage cars of passenger trains, which includes railroad. service mall 
and United States moll in pouches. Occasionally he is required to handle 
express packages. 

dualifications: Must pass a physical examination, including eyesight, hear- 
ing, and colors. Must have worked over the division long enough to 
become familiar with stations and transfer points. 

Schooling: Common school. 

BAOOAGE-KASTEB. {See Baggageman, train.) 
BAILASt INSPECTOB. (See Inspector, ballast.) 

BBAEEUAN AND FLAGMAN, FBEIGHT TBAIN BOIL 

Kindred Occupation: Yard brakeman. 

Description: Freight brakemen and flagmen, under the direction of the 
freight conductors, assist in the handling of freight trains, mixed trains, 
work trains, or wreck trains, according to the class of service to which 
they may be assigned. 

Qualifications: Must pass an examination on color, eyesight, hearing, and 
physical condition. He should be familiar with signals and know all 
the regulations governing the running of trains on the main line, and 
must own a standard watch. 

Schooling: Must be able to read and write. 

BBAKEMAN AND FLAGKAN, PASSENGEB TBAIN BOLT 

Description: The brakeman and flagman is an employee in passenger serv- 
ice who assists the conductor in hc^dling the train. 
Qualifications: Must pass a physical examination with special reference to 
eyesight, hearing, and colors. Must pass an examination as to ability 
and fitness for flagman, and must be familiar with all train orders and 
special rules governing the running of trains on the main line, and must 
own a standard watch. 
Schooling: Common school or equivalent. 

BBAKEUAN, YABD BOUND 

Kindred Occupation: Road freight brakeman. 

Description: The yard brakemen, under the direction of yard conductors^ 

couple and uncouple or ride cars in breaking up and making up trains 

and placing cars for pick-up and delivery service. 
Qualifications: Must pass a physical examination; also examination as to 

hearing, eyesight, and colors. He must be able-bodied and active. 
Schooling: Equivalent to common school. 
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BSIDOE CREW FOEEMAN BADLT 

Description: The foreman of a railway bridge crew takes entire clnir^e of 
a crew of men for the construction of small bridges and trestles. 

Qualifications: The foreman of a railway bridge crew must be able to take 
the plans and specifications of an ordinary trestle or bridge and with lii.s 
force of men erect it without any supervision. He must be able to order 
till materials, to check stock and check the completed w^ork with the plans 
and specifications. He should have had considerable experience in a 
bridge and trestle crew. 

Schooling: Common school, preferably technical training. 

BVLLETIN-BOABI) ATTENDANT BOWE& 

Description: The bulletin-board attendant posts on the bulletin board gen- 
I eral orders and general notices relative to the movement of trains. This 

work is generally performed by crew dispatcher, engine dispatcher, or 
yardmaster's clerk. 
Qualifications: Must be able to read and write. 

CALL BOY. (See Crew caller.) 

CAB CABFENTEB CBEED 

Kindred Occupations: General carpenter; House carpenter; Railroad car- 
penter. 

Description: The duties of the car carpenter are the construction, assembly, 
and repair of railway freight cars, employing wood in part or \vhole. 

Qualifications: He must be experienced in the building of various kinds of 
w'ood body, side or box standard railway freight cars. He must be able to 
work to drawings, lay out and build wood frames, make and hang doors, 
lay floors, and put on roofs, sides, and ends on either wood or steel 
frame cars, or make repair to such cars. He must be a thoroughly ca- 
pable general carpenter, skilled in use of all tools and having some experi- 
ence with woodworking machinery. He should haVe worked as general 
car carpenter in railroad car shop or car building plant as decker, door 
hanger, roofer, or liner. 

Schooling: Common school; preferably technical training. 

CAB CLEANEB CIVH^ 

Kindred Occupations: Scrub wonlan in office buildings; Window washer; 

Sw^eeper. 
Description: A laborer employed in cleaning passenger cars. 
Qualifications: Must be able to do moderately heavy work. 

CAB INSPECTOB. (See Inspector, car.) 

CABFENTEB'S CBEW FOBEMAN CBAB 

Description: The foreman of the railway carpenter crew takes entire charge 

of the workmen and works without close supervision on the construction 
and repairs of buildings on a railroad. 

Qualifications: He must be able to take plans and specifications of an ordi- 
nary depot or other building and with his force of men erect a building' 
without any supervision. He must be able to handle men, and stand an 
examination on signal rules and pass a physical test on hearing and color 
sight. He should have had considerable experience in a railway can^^n- 
ter crew and should have had experience as a foreman. 

Schooling: Common school, preferably technical training. 
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CAB KEPAIK MAN, XETAL CLAT 

Description: The duties of the metal-car repair man are to repair all metal 
portions of freight and passenger cars, including the truck frame and 
cnr body. 
Qualifications: He must have a thorough knowledge of steel-car frames and 
car-body construcltion. He must use skillfully hydraulic, ratchet, and 
other forms of Jacks used in the lifting of car bodies from the truclss. 
He must be able to make all light or general repairs and able to do pneu- 
matic-hammer and hand riveting. He should be able to operate pneu- 
matic or electric drills, and cut out and replace any part of the frame of 
the car body. He should be able to make sketches and layouts for any 
parts to be made in the shop. He should have had an all-round experi- 
ence in n car-manufacturing shop. 
Schooling: Common school. 

GAR REPAIR MAN, STEEL CLAIM 

Description: The steel-car repairer is skilled in work with steel and sheet 

metal and able to use rivet machines and welding machines. 
Qualifications: He should have a knowledge of riveting, cutting and bending 

sheet steel, and blacksmith work, to enable him to fix up springs. 
Schooling: Common school. 

CAR REPAIR MAN, WOOD CLEAN 

Description: The duties of the car repair man on wooden cars are to repair 

all wooden parts of passenger and freight cars. 
Qualifications: He must be thoroughly skilled in the use of all hand-car- 
pentry tools and should have a general knowledge of the ordinary wood- 
working machine tools such as crosscut and rip saws, planers, joiners, 
and band saws. He should be able to remove and replace any wooden 
portion of a car. He should have had considerable experience in a car- 
building shop. 
Schooling: Common school. 

CONDUCTOR, DINING CAR CROSS 

Description: The dining-car conductor has charge of the dining car while 

en route, is responsible for tlie work of the car crew (cooks and waiters), 

and for all supplies for kitchen; also linen, silver, kitchen utensils, 

bulfet supplies, etc. 
Qualifications: Some ability to handle men. Courteous in manner and 

neat in appearance. Must have knowledge of menus and have proper 

dining room service. 
Schooling: Common school. 

CONDTTCTOR, FREIGHT CLAN 

Kindred Occupation: Yard conductor. 

Description: Freight conductors are in charge of freight trains and mixed 
trains and their crews; may also take charge of work and wreck trains 
and their crews. 

Qualifications: Must pass a rigid examination on train rules,- signals, 
schedules, and air-brake rules; a good physical examination, and espe- 
cially so as to colors, eyesight, and hearing. Must have a reliable watch. 
Must have been a brakeman and flagman. 

Schooling: Common school ; preferably high school. 
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COKBirCTOE, PASSENGER CLANG 

Description: The passenger conductor is in direct charge of passenger train 
and crew. 

Qualifications: Must pass physical examination, especially as to eye- 
sight, hearing, and color sight. Must pass an examination on train 
rules, signals, air-brake rules, and schedules. Must be familiar with 
book of rules and all orders. Must be thoroughly familiar with all 
classes of transportation and rules regarding same. He must have served 
as brakeman and freight conductor. 

Schooling: Common school or equivalent. 

CONDUCTOR, YARD CLANK 

Kindred Occnpation: Freight-train conductor. 

Description: The yard conductor has charge of engines and crews in yard 

switching and yard work train service. 
'Qualifications: Must pass an examination on train rules, also on eyesight, 

hearing, and colors, together with a general physical examination; be 
' qualified on book of rules, pass examination on yard rules and special 

instructions; must have copy of all general orders and be familiar with 

all orders. He is usually promoted from brakeman. 
Schooling: Equivalent to common school. 

COOK, BUSINESS-CAR OR DINING-CAR SERVICE CLAP 

Description: The cook is engaged in preparing meals on trains. He may be 

assigned either to dining-car service, business-car service, or special 

buffet-car service. 
Qualifications: Must be able to prepare meats, fish, vegetables, cereals, etc., 

with the equipment usually furnished on dining cars. Should be able to 

order supplies for his car. 
Schooling: Common school or equivalent. 

COOPER CLASH 

Kindred Occupation: Rough carpenter. 
Description: The cooper makes and repairs damaged shipping packages. 

Should not be confused with barrel maker. 
Qualifications: Must be handy with handsaw, plane, and hammer. 
Schooling: Common school. 

CREW CALLER CLAS? 

Description: The crew caller calls either road train crews, road engine 
crews, or both. Within a certain prescribed distance from the yard office 
crew callers must have each member of the train and engine crew sign a 
call book on many roads. Outside of these limits crews can be called by . 
telephone on many roads. Crew callers are furnished with the names of 
the members of the crew to be called at some places, while at others they 
check the registers to find such information. 

Qualifications: Positions are filled by boys 18 years or over and by inca- 
pacitated men. Must be familiar with streets and numbers within pre- 
scribed distance from yard office where signatures to call book are re- 
quired. 

Schooling: Equivalent to common school. 

CREW DISPATCHER CLASS 

Description: The crew dispatcher, located only at the larger terminals, has 
charge of crew callers and the assignment of engine and train crews to 
runs or service in accordance with their seniority rights. 
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taalifleatloiif : Mnst be a man of quick decision and have ability to handle 
men, in order to provide the necessary crews for trains and to assign 
the service to those entitled to it He should have had previous expert* 
ence in road or yard service as engineman, trainman, or clerk. 

SehooUng: Ck)mmon school. 

CBOSSTIE IKSPEOTOB. {See Inspector, orosttie.) 
3>ISPAT€HEB, LOCOKOTIVE. (See Engine dltpatcher.) 

KVISION EJTGINEEB DAZED 

Description: The division engineer is the officer in charge of the mainte- 
nance of roadway and track on his division, and is also in charge of 
roadway clerks and accountants. Track supervisors, signal supervisors, 
supervisors of bridges and buildings, and assistant engineers report to 
him ; also such construction forces as steam-shovel engineers, ditcher en- 
gineers, etc., report to him. He must keep proper records of all material 
used on his division, keep forces supplied with materials, be responsible 
for maintenance of track and construction of additional tracks. 

Q-baliflcations: Must have a thorough knowledge of operating and mainte- 
nance of way rules and regulations. Must be able to handle men. Must 
have a good address and be able to deal with the public, and must have 
a thorough knowledge of track construction and maintenance, and should 
be a good accountant. Should have been an assistant engineer, track 
supervisor, or signal supervisor. 

Schooling: College or university technical training. 

DBAFTSKAN. {See Ballroad shop draftsman.) 

DBAW TEISTDEB DEWY 

Description: The draw tender opens and closes drawbridges to permit 
boats to pass. He must know how to operate the turning machinery, 
which is usually driven either by electricity or by gasoline-driven en- 
gines; must also operate interlocking signals to protect the track when 
the drawbridge is opened. 

Qualifications: Must pass a physical examination for eyesight, hearing, and 
colors, and pass an examination on flagging rules. Must also be familiar 
with the operation of machinery used In turning drawbridges. 

Schooling: Common school. 

ENGINE CLEANEB. {See Helper, railway shop.) 

ENGINE DISPATCHEB ELFIN 

Description: The engine dispatcher Is engaged in controlling the movements 

of locomotives in terminal territory and keeps the time of arrival and 

departure of all locomotives. 
Qualifications: Must be a man of quick decision and especially proficient in 

the handling of men in order to provide the necessary engines to move 

trains without delay. Must have been a clerk in an engine house. 
Schooling: Common school. 

ENGINEEB, ASSISTANT (Maintenance-of-way work) ENVY 

Description: An assistant engineer on a division, with a force of instru- 
ment men, rodmen and draftsmen, is supposed to do all engineering work 
on a division, including preparation of preliminary plans and estimates 
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for improvelnent work, staking out Improvement work; and, where such 
work i« done by contract, award the work to contractors and see that 
It is properly carried out. 

QualifloationB: Should be familiar with d^artment rules and practices, and 
be able to get along with men and conduct negotiations with outside 
parties. Should have had considerable experience in railroad engineer- 
ing work. 

Sohooling: College or university technical training. 

EHOIHEER, BOAB CONSTRUCTION ESSAY 

Beicription : The road construction engineer is employed by the railroad 
to supervise the construction of new lines built under contract. He is 
usually given a section of track from 7 to 10 miles in length, on which 
he sets the stakes, watches the work to see that It is properly carried 
out, and prepares monthly and final estimates on which is based the pay- 
ments made to the contractor. 

Qualifications: He must be thoroughly competent to supervise and direct 
the work of contractors and to check all work done and materials used. 
He should be a graduate engineer with an extended experience' ih rail- 
road construction. 

Sohooling: College graduate. 

ENOINEEB, TEKKINAL CONSTEUCTION ERR 

Description: The duties of the engineer on railway terminal construction 
are to supervise the construction, maintenance, and improvement of all 
buildings, such as depots, roundhouses, freight sheds, and shops. 

Qualifications: He must be a thorough building construction engineer, quali- 
fied to check all materials with the drawings and specifications and to 
supervise and direct the construction of all terminal buildings. He 
should have had extended experience as a foreman or contractor on 
similar work. 

Schooling: Technical school graduate. 

ENGINEMAN, GASOLINE LOCOMOTIVE EDGE 

Kindred Occupations: Auto mechanic; Steam engineman or fireman with 
auto driving experience ; Tractor driver ; Truck driver. 

Description: The gasoline locomotive englneman's duties consist of the 
operation and care of various types of oil or gasoline driven locomotives. 

Qualifications: The gasoline locomotive engineman must have a thoroughly 
practical knowledge of various makes of oil or gasoline locomotives, 
gasoline r/illway motor cars, or gasoline-electric cars. He must have a 
knowledge of construction and upkeep of Internal-combustion engines in 
general. Including valve grinding and operating adjustments, and all 
operating repairs to gasoline engines, air brakes, and light locomotive 
running gear, and should be familiar with railroad operating rules and 
regulations to some extent. He should have had experience as heavy 
auto truck or tractor driver and mechanic. 

Schooling: Preferably high school. 

ENGINEMAN, STEAM LOCOMOTIVE EGG 

Kindred Occupations: Experienced locomotive fireman; Freight engineer; 

Locomotive engineer; Shifting engine engineer. 
Description: The duties of the steam locomotive engineman consist of 

running or driving standard passenger or freight locomotives of various 

types, on main line service. 



dualiilcations : The steam locomotive engineman must be a thoroughly ex- 
perienced railroad locomotive engineer, with wide experience on express 
or through freight service with some large American railroad. He 
must be thoroughly familiar with such types of locomotives as camel- 
backy compound or mallet, and Walschaerts or Stevenson type of gear 
rigging. He must have a thorough knowledge of care, upkeep and or- 
dinary running repairs on locomotives, and be able to take entire charge 
of the engine on any class of work, either through, local or yard work, 
using coal, oil, or wood fuel. He must have a thoroughly practical 
operating knowledge of all the details of the locomotive, such as boile;* 
injectors, engine, valve-gearing reversing mechanism, air pumps and all 
auxiliary equipment and their upkeep. He must have an intimate knowl- 
edge of American standard railroad signal rules and systems and rail- 
way rules and regulations. He should have a knowledge of locomotive 
and wrecking crane operation and the rigging and slinging of heavy 
weights, such as guns and mounts. 

Schooling : Common school ; preferably high school. 

FIKEMAN, LOCOMOTIVE FATE 

Kindred Occupations: Locomotive crane fireman; Steam shovel fireman; 
Steam tractor fireman. 

Description: The locomotive fireman's duties consist of the firing and oper- 
ating usual types of railroad locomotive and all kinds of yard or indus- 
trial switching locomotive boilers. 

Qualifications: The locomotive fireman must be a thoroughly experienced 
passenger or freight locomotive fireman, preferably on some trunk line, 
and capable of keeping up steam with any available fuel that can be 
used, on heavy grades, with frequent stopping, long or short hauls, 
heavy or light loads, under all kinds of weather conditions. He must 
have a thorough knowledge of the care and operation of the locomotive 
furnaces, tender tank or cistern, Injectors, safety valves, pressure gauges, 
and flues. He must be familiar with the care and operation of the air- 
brake system and all signals. He should have a thorough knowledge 
of the standard rules and regulations and In case of necessity be able 
to run a locomotive temporarily. He should have had experience as fire- 
man on any kind of locomotive boiler, and iwssess the necessary physi- 
cal fitness. 

Schooling: Common school; preferably high school. 

FLAGMAN AND OATEMAN, CROSSING FERN 

Description: The crossing flagman and gateman has charge of keeiiing the 

public from railroad crossings, either with a flag, sign, or by lowering 

gates. 
Qualifications: Good hearing and alertness; good color sight. These men 

are frequently those who have been injured in railroad service and are 

unable to perform other duties. 

FOREMAN. (See under specific occupations: Bridge crew; Carpenter's crew; . 
Freight house foreman; General foreman locomotive output departments; 
Painter's crew; Pole setter; Road foxeman; Road foreman, assistant; Section 
foreman.) 
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VBEIOHT CALLER FERRT 

DeBorlptlon: It is the duty of the freight caller to call by name to the 

checker the freight as it is loaded or unloaded from the car. 
UuaUfioations: He should have been a trucker or warehouseman. 
Sohooling: Common school. 

TBEiaHT CHECKER. (See Ereight talleyman.) 

EREIOHT HANDLER. (See Freight trnoker.) 

FREIGHT HOUSE FOREMAN FETCH 

Description: The freight house foreman is in charge of the freight house 
and freight house laborers. He has charge of the placing of cars at 
the warehouse, the loading and unloading of freight and the direction of 
men performing this work. 
Qualifications: Ability to handle men; must know how freight should be 
packed and stored, both in the freight house and in car a Should also 
know how to file and classify freight. Usually has had experience as 
a warehouseman and a checker. 
Schooling: Common school or equivalent. 

FREIGHT TALLEYMAN FLAW 

Kindred Occupation: Freight checker. 

Description: The freight talleyman checks the freight into and out of the 
depot, station, and car. 

Qualifications: He should know classes of freight and be able to check con- 
signments. He is usually promoted from trucker caller or warehouseman. 

Schooling: Common school or equivalent. 

FREIGHT TRTTCKER FEUD 

Description: The freight trucker is engaged in trucking freight from and 

to cars and warehouse. 
Qualifications: Good health and strength. 
Schooling: Ability to read letters and numbers only. 

GANG LEADER GIPSY 

Description: The gang leader has chai'ge of a gang composed of from 20 to 
50 men either individual or group workers. Looks after, in detail, the 
work performed by the men under his charge. Orders all stocks and 
supplies for his men. Keeps a record of their time. 

Qualifications: Usually promoted from group leader and is in line for pro- 
motion to foreman. 

Schooling: Common school education or better. 
Note. — The name of the department to which the gang leader is to be 
assigned must be given with the code word. 

GENERAL FOREMAN LOCOMOTIVE OTJTFtJT DEPARTMENTS GIRL 

Description: The general foreman has supervision of locomotive erecting 
shops, tank repair shop, truck and frame repair shop, wheel shop, boiler 
shop, flue and general pipe work, and paint shop. 

Qualifications: Should have had practical experience in all departments 
over which he has supervision and know the relations of those depart- 
ments to the complete organization. 

Schooling: Common school; preferably high school. 

GROUND MAN, FOREMAN. (See Pole setter, foreman.) 
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O&OTTP LEADER GIRTH 

Description: The group leader has charge of two or more men assigned a 
specific line of duties ; for example, a group that fits and applies driving 
boxes, hangs links, reach rods, etc. ; a group that wheels and unwheels 
locomotives, strips and erects and fits up spring rigging, repairs pedestal 
caps, line guides, etc.; a group that removes and replaces ash pans, 
removes, replaces, and repairs shaker grates and rigging, etc. 

Qualifications: He is picked out from the better workmen and promoted 
to group leader after becoming familiar with the work to be performed 
by his group. 

Schooling: Common school or better. 
Note. — The kind of work to be done must be named with the eode word. 

HELPER, RAILWAT SHOP HARD 

Description: The helper, railway shop, may be assigned to any one of the 
following occupations: Ash-pan inspector; air bleeder; ash-pit, man; 
boiler washer ; box packer ; engine cleaner ; engine oiler ; engine sponger ; 
engine watchman; fire knocker; front-end Inspector; grease-cup filler; 
Sander; shop oiler. 
Qualifications: The helper, railway shop, is a laborer who has shown him- 
self faithful and dependable and who has been taught to do one or more 
of the kinds of work indicated. He always works under the supervi- 
sion of the group leader or foreman. He should have good health and 

strength. 

* 

INSPECTOR, AIR-BRAKE TEST-ROOH INLAY 

Description: The air-brake test-room Inspector must be familiar with all 
air-brake parts, such as air pumps, brake valves, and distributing valves, 
and be able to couple them to an air-pressure line and test the parts to 
see that they are properly adjusted. 
Qualifications: Must be familiar with the methods of testing various air- 
brake parts. 
Schooling: Common school education. 

INSPECTOR, BALLAST INFER 

Description: The ballast inspector is stationed at ballast quarries to in- 
spect and pass upon the quality of ballast loaded by contractors for de- 
livery to the railroad, and make reports of cars of ballast shipped and 
quantity of ballast in each car. 
Qualifications: He should be able to read and write English; should know 
the qualities of stone and gravel used for railroad ballast; should be 
able to make weights and make reports of quantities. 
Schooling: Common school. 

INSPECTOR, CAR INERT 

Description: The car inspector Inspects all freight and passenger cars at 
terminals and determines whether or not the car is in proper condition 
to continue in service. Laborer who has been given special instructions 
on what to look for and how to report defects. Must read and write and 
make necessary reports. 
Qualifications: The inspector is usually promoted from the car-repair crew 
and must be thoroughly competent to Judge the conditions of all parts 
of a car. 
Schooling: Common school. 
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INSPECTOR, GBOSSTIE INOOr 

Kindred Occupation: Lumber inspector. 

Description: The crosstie inspector inspects ties that are to be purchased 
by the railroad, and, on some roads, purchases ties and acts as tie agent, 
urging producers to make ties to be sold to the railroad. 

Qualifications: A knowledge of the different kinds and grades of timber, 
familiarity with specifications, and a familiarity with use and life of 
ties; also should have a good address and be able to deal with tie pro- 
ducers without friction. Six to ten years on track work. (Tie inspec- 
tion is frequently handled by track supervisors.) 

INSPECTOR, lUMBER INK 

Kindred Occupation: Crosstie inspector. 

Description: The lumber inspector inspects at loading point lumber pui> 
chased for railroad use. 

Qualifications: Must be familiar with the different species of wood and 
able to interpret and apply specifications; must also be able to get aloBg' 
amicably with lumber companies from whom lumber is purchased. Two- 
or more years as carpenter or any other position where he becomes 
familiar with the quality and use of timber. 

Schooling: Common school. 

INSPECTOR, MASONRY INKER 

Description: The masonry inspector inspects concrete, brick, or atone n^a- 
sonry work and is charged with duty of seeing that such work is- 
properly executed. 

Qualifications : Should know how masonry work should be done, and should 
be able to interpret plans and give measurements and stake out the work. 

Schooling : To be qualified for promotion or better position, should have- 
college or university training. 

INSPECTOR, SCALE INLET 

Description : The duties of the scale inspector are to inspect and adjust alL 

track and platform scales on an assigned division of the road. 
Qualifications: He must be thoroughly familiar with all types of track and 
platform scales, able to make all minor adjustments, and keep the scales- 
In good order, so as to weigh accurately. He must understand the use 
of ordinary hand tools, such as wrenches, hammers, chisels, and other 
special tools used in the adjustment of scales. 
Schooling: Common school. 

INSPECTOR, SIGNAL. (See Signal inspector.) 

INTERLOCKING HAINTAINER IMAGE 

Description: The interlocking maintainer cares for and maintains all inter- 
locking and signal devices, whether mechanical or electrical, on his 
assigned district. 
Qualifications: He must have a knowledge of mechanical and electrical 
signal devices and the rules in connection with their operation. He is 
usually promoted from the signal-construction forces 
Schooling: Common school or equivalent. 
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JANITOR, STATION . JAW 

Kindred OQonpationf: Window washer; Scrubber and sweeps. 
I>escriptiop: The station janitor is engaged in the cleaning of station 

buildings. 
QuaUfications: Strong physically. 
Schooling: Must be able to read and write. 

LABORER, OUTSIDE, RAILWAY ITPKEEP LATTOH 

As follows: Cement handler; Coal heaver; Fence builder; Laborer, bridge 
crew : Derrick crew ; Section hand ; Shoveler ; Wrecking crew ; Laborer, 
building construction. 

Description: The railway laborer on outside work nia-y be aissigned to any^ 
of the above-named crews to do general outside labor. 

Qualifications: Good health and strength; ability to stand outdoor work. 

LAMPLIGHTER. (See Signal lamp man.) 

LAKP-ROOM ATTENDANT LAVA 

Description: The lamp-room attendant takes charge of the hand lamps and 

markers when delivered by inbound passenger crews, issuing checks 

therefor. Lamps belonging to crews having the home lay-over at the 

division headquarters are filled with oil. 
du^lifications: Good eyesight and use of arms. Position usually filled by 

incapacitated employees from other departments. 
Schooling: Must be able to read and write. 

LEVER HAN LAW 

Description: The lever man lines up switches, controlled from a tower, for 

movement of trains. 
Qualifications : He must be trustworthy, have good vision and color percep- 
tion, and have a knowledge of the interlocking plant and rules governing 
the movement of trains. He is usually promoted from telegrapher or an 
employee of the signal department. 
Schooling: Common school or equivalent. 

LINEMAN, FOREMAN ' LEASH 

Description: The duties of the foreman lineman are to supervise the string- 
ing and installation of all wires, terminal boxes, transformers, and pro- 
tection devices on telephone, telegraph, and signal systems for any 
purpose. 
Qualifications: He must be able to read electrical wiring drawings and 
specifications; must be able to take entire charge of a group of men 
and properly install any telephone, telegraph, or signal wiring system 
without any general supervision. He must thoroughly understand the 
connection of all wires to the insulators, wire and stretching devices, 
the relation of signal lines to high tension lines, understand the rules 
for making highway crossovers. He must have a general knowledge of 
all station equipment, such as telegraph instruments, telephone and 
signal equipment and be able to make proper connection therewith. He 
should have had considerable experience as a lineman and should have 
had some experience as a foreman. 
Schooling: Common school; preferably technical high school. 

LINEMAN, TELEGRAPH, TELEPHONE, AND SIGNAL WORK LEGAL 

Description: The lineman on railway telegraph, telephone, and signal work 
must be able to string all kinds of signal, telephone, and telegraph lines, 
be able to make all terminal connections. 



104 BAILBOID TBAK8P0&TATI0K 

Qnalifioations: He must be able to read electrical wiring drawings and 
specifications* must understand the proper methods of insulating tele- 
phone, telegraph, and signal wires, must know the functions of trans- 
formers, lightning arresters and terminal boxes, and must have a thor- 
ough knowledge of connecting the same. He should have had consider- 
able experience as a lineman, particularly on railway work. 

Sohooling: Common school; preferably trade schpol or technical high 
school. . 

LOCOlflCOTIVE DISPATCHER. (Sec Engine dispatcher.) 
LOCOMOTIVE ENChlKElCAN. {8ee Englneman, steam, looojnotive.) 
LOCOKOTIVE FIB.EXAN, {See Fireman, locomotive.) 
LTJHBER IJrS]PECTOB. (See Inspector, lumber.) 

XAZL GABBIER HIBE 

Description: The mail carrier carries the mail either for the Government, 

tlie company,, or both, between the depot and the post office. 
Qualifications: Must be able to read and write. 

MASONBY INSFECTOB. (See Inspector, masonry.) 

MATBON, STATION HEND 

Kindred Occupations: Employees in the information bureau. 
Description: The duties of the station matron are to keep the ladies* 

retiring room clean and in good condition and look after the comfort of 

women and children. 
Qualifications: Courteous to women passengers. 
Schooling: Must be able to read and wrJ*«. 

KATBON, TBAIN MEBCY 

Kindred Occupation: Matron in waiting rooms or retiring rooms at stations 

or hotels. 
Description: The train matron is employed on Pullman-car trains to look 

after the comfort of lady passengers. 
Qualifications: Courteous in manner. 
Schooling: Must be able to read and write. 

FAINTEB'S CREW FOBEMAN FOWEB 

Description: The duty of the foreman in a railway painter's crew is to 
supervise the painting necessary to keep all buildings and bridges prop- 
erly painted. 
Qualifications: He must be able to take entire charge of the crew of men 
and do any necessary interior or exterior painting without any super- 
vision ; must be a thoroughly practical painter and able to properly mix 
paints and care for all painting equipment. He must be thoroughly 
familiar with painter's scaffolds and other rigging. He should have 
had considerable experience as a painter and should have worked for 
some time in a railway painting crew. 
Schooling: Common school. 

FABCEL-BOOM ATTENDANT FHLOZ 

Kindred Occupation: Cloak-room attendant at hotels and restaurants. 
Description: The parcel-room attendant is engaged in the checking of pas- 
senger's hand baggage in depots, but does not do any checking of baggage 
for transportation. 
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Qualifications: Carefulness; strength. Must be able to check and keep ac- 
count of cash and checks. 
Schooling: Common school. 

PIPE FITTEB, LOCOMOTIVE PAUSE 

Kindred Occupations: Pipe fitter, expert; Plumber; Steam fitter. 
Description: The duties of the locomotive pipe fitter are all kinds of pipe 
. work involved In the construction or repair of steam locomotives. 
Qnaliflcations : He must be thoroughly skilled and experienced in all kinds 
of pipe work and be able to cut, bend, and fit to drawings or specifica- 
tions, steam pipes for pressure up to 250 pounds per square inch, and 
do all other kinds of pipe fitting and work involved In fitting and con- 
necting steam, water, and air pipes to outlets, fixtures, and operating ap- 
paratus forming parts of a locomotive. Must thoroughly understand the 
operation of hand and power driven pipe cutting and threading ma- 
chines and pipe cutters. Must have a practical knowledge of standard 
valves and fittings, and tank, pump, and boiler connections. Must be 
capable of performing tasks on converted pipe work under water pressure. 
He should have had experience on locomotive, factory, or power plant 
piping installation work. 
Schooling: Common school. 

POLE SETTEE, POBEMAN, ELECTRIC LIGHT AND SIGNAL LINES PUMP 

Description: The duty of the foreman pole setter on electric light and 
s'lgnal lines is to supervise the erection of poles, placing of cross arms 
and insulators and preparing them completely for the stringing of wires 
by the lineman. 
Qualifications: The foreman pole setter should be thoroughly familiar with 
all post hole tools; must thoroughly understand tamping and truing of 
poles and placing of guy wires, cross arms, and insulators completely to 
prepare the pole line for the stringing of wires by the lineman. He 
should have ability to handle men and supervise all trucking and loading 
of poles. He should have had experience in a pole erecting crew. 
Schooling: Common school. 

POLICE CAPTAIN, RAILWAY SERVICE • PIANO 

Description: The duties of the police captain are to have general charge of 

the police department and the employment and control of the persons 

engaged in such service. 
Qualifications: He should be neat in personal appearance; should have 

good control over men, be courteous, and at the same time be able to 

enforce his authority on all occasions. He should have had considerable 

experience as a policeman. 
Schooling: Common school. 

POLICEMAN POOR 

Description: The policeman is intrusted with the power of arrest, deten- 
tion, and prosecution in cases of offense against t|ie laws and ordinances. 
He guards against depredation, fire, or tre^ass of company property or 
that intrusted to his care. He assists the conductors in keeping order 
on trains and in yards, and, so far as x>ossible, protects the company's 
patrons from annoyance by disorderly persons. 
Qualifications: He must be physically strong, having good physical and 
moral courage, be courteous in manner, yet able and willing to enforce 
his authority. He should have had previous experience either with a 
large company or on some police force. 
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PORTER, TVJJMAV PHONE 

Besoription: A Pullman porter is assigned to a single Pullman car. His 
duties are to make beds, keep towels In wash room, check all railroad 
linen, .keep the. car clean, look after the comfort of the passengers, and 
to take hand baggage on and off the train. 
Qualifications: Must be strong physically, neat, and courteous. 
Schooling: Common school. 

PORTER, STATION PHOTO 

Kindred Occupation: Hotel porter. 
Description: The station porter assists passengers with baggage, and assists 

the infirm to and from trains. 
(luaUfications : The porter must be strong, neat, and courteous. 
Schooling: Should be able to read and write. 

PUH^ER PLUM 

Desciription : A pumper lias charge of a roadside water station and runs 
a jmmp engine which keeps the water tank lilled with water. This pump 
may be operated with steam, in which case it is necessary for the pumper 
to fire the boiler; or. the pump may be operated by an oil or gasoline 
driven engine or an electric motor. 
Qualifications: Must know how to operate the engine which he has charge 

of. and how to make minor repairs on same. 
Schooling: Must be able to read and write. 

PUMP HAN, SHALL PTTHPS, WATERING STATIONS PICK 

Description: The pump man must operate pumps and keep a constant water 
supply in tanks or troughs. He must be able to run any sort of small 
gasoline, electric, or steam pump. He should understand the firing and 
care of a small steam boiler. 

Qualifications: The pump man should know^ enough about the machinery to 
keep it oiled and to report at once the need of necessary repairs. 

Schooling: Common school. 

IPTTHP REPAIR HAN PLY 

Kindred Occupation: Machinist. 

Description: Two or three pump repair, men are usually located on each 
division, and it is their duty to keep all pumping equipment at the dif- 
ferent water stations on a division in repair. When a pumper reports 
repairs needed at his water station, one or more of these men go to his 
station and make repairs. The same men are also used in installing new 
pumping equipment, laying water pipe lines, etc., and sometimes in look- 
ing after plumbing work in buildings on a division. Should be a good 
general machine repair man. 

Qualifications: Should be a fairly good machinist. 

Schooling: Must be able to read and write. 

IRAILROAD SHOP DRAPTSHAN RAH 

Description: The duties of the railroad shop draftsman are to make draw- 
ings for locomotives, all general machine parts, and for railway car 
equipment. 
.Qualifications: He must have a thorough knowledge of strength of ma- 
terials and their use as applied to rolling stock, and be experienced in 
the design of locomotive parts; must be familiar with shop practices, 
including machine tool work, pattern and foundry work; must be a thor- 
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oiighly skilled general designer and draftsman, and familiar with rail- 
road practice. He should have had experience in mechanical design and 
drafting In railroad shops. 
Schooling: High school or the equivalent. Preferably some technical 
training. 

3,£SIDENT ENOINEEK. '{See Eng^ineer road construetion and Engineer termi- 
nal constrnction.) 

• « 

:R0AD DEPAKTMENT accountant. {See Accountant, road department.) 

KOAD FOREMAN RATIO 

Kindred Occupation: Traveling engineer. 

Description: The road foreman supervises the condition of locomotives and 
work of firemen and enginenien. He reports directly to the superin- 
tendent. 

dualiflcations : Must have executive ability and a thorough understanding 
of working conditions, locomotive operation, and maintenance. Usually 
promoted from assistant road foreman. 

Schooling: Common school. 

X.OAD FOREMAN, ASSISTANT RAVE 

Description: The assistant road foreman supervises the condition of loco- 
motives and work of flremon and enginenien. He reports to the road 
foreman. 
Qualifications: Must have executive ability and a thorough understanding 
of working conditions, locomotive operation and maintenance. Usually 
an experienced engineman. Usually promoted . from traveling engine- 
man. 
Schooling: Common school. 

ROADMASTER. (See Division engineer.) 

SANDER. {See Helper, railway shop.) 

SCALE AGENT SHAPE 

Description: Scale agents weigh and record carload freight. They have 
charge of weighing and billing cars and proper operation of scales. They 
must account for money collected and maintain proper records. 
Qualifications: Ability to weigh and record carload shipments. Knowl- 
edge of routing and rating w^elght limits and most of the duties of a 
freight agent. He should have been welghmaster, rate clerk, billing 
clerk, and account clerk. 
Schooling: Common school or equivalent. 

SCALE INSPECTOR. (See Inspector, scale.) 

SECTION FOREMAN SHARE 

Description: The section foreman has charge of a force of men engaged 
In maintaining an assigned section 'of roadbed, keeping the fences In 
repair, and the right of way free from weeds, long grass, etc. Must go 
over and inspect his section every day. 
Qualifications: Ability to handle men. Must know how to replace ties, 
remove and Install frogs, switches, and track crossings. Must know all 
the rules for signaling trains and all rules for running hand or gasoline 
cars on main track and switches. 
Schooling: Common school or equivalent. 
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SIGNAL FITTER SMIKK 

Description: A signal fitter fits parts of signal apparatus together in con- 
structing automatic bloclx signals, interlocking plants, etc. 
Qualifications: Must be an experienced machinist and electrical worker. 
Schooling: Common school. 

SieNAL EOBEHAN SiaTE 

Description: A signal foreman has charge of a gang of men consisting of 
laborers, helpers, fitters, wiremen, and a blacksmith, who erect auto- 
matic block signals or interlocking plants. 

Qualifications: Must be an experienced signal fitter and wireman; must be 
able to handle men. Must pass examination on colors, eyesight, hear- 
ing, and examination on flagging rules ; and must be able to understand 
blue prints ; must have had considerable experience on signal construction 
work. 

Schooling: Preferably technical training. 

# 

SIGNAL HELPER SNAG 

Description: Signal helpers assist signal fitters, wiremen, etc., in construc- 
tion and maintenance of work in connection with electric automatic 
block signals. Interlocking plants, etc. 

Qualifications: Six months or longer as a laborer on signal construction 
or maintenance work. 

Schooling: Common school. 

SIGNAL INSFECTOK SNEER 

Description: Signal, inspectors are employed as assistants to the signal 
engineer, travel over the railroad, make inspections of signal apparatus 
on the different divisions, and assist the division signal employees in 
locating trouble that may be experienced with signal apparatus, and 
direct the division employees as to proper method of making repairs, etc. 
Qualifications: Must be thoroughly familiar vt'ith all signal apparatus In 
common use; usually promoted from position of assistant signal super- 
visor. 
Schooling: College or university technical training. 

SIGNAL-LAMP MAN SHEAF 

Description: The signal-lamp man cleans, fills, and lights oil lamps; also 
cares for electric lamps in signals and assists in making repairs at inter- 
locking plants. 
Qualifications: He must be trustworthy and active, and have good vision 

and color perception. 
Schooling: He must be able to read and write. 

SIGNAL MAINTAINER SHEAR 

Description: The signal maintainer keeps the signal apparatus in a certain 
specified territory (which may be one interlocking plant or 25 miles of 
single track equipped with interlocking signals) in good operating con- 
dition, making dally Inspection of all apparatus to see that It is in proper 
working order and making such repairs as he finds necessary. He is 
subject to call, day and night, when signal apparatus is not properly 
working. 
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Qualifications: Must pass physical examiaatioii, with reference to eye- 
sight, hearing, and colors ; must pass es»,mination on flagging rules, and 
must be a capable electrical worker ; must have had -considerable experi- 
ence on signal construction work. 
^ iSehooIlng: Common school or equivalent. 

8IQVAL ICAZKTAIineait, ASSIBTAirT BNXm 

Kindred Oeexipatlon: Signal helper. 

Deaorlption: Assistant signal maintalners assist signal maintainers in main- 
tenance of signals or interlocking plants. 

Qualifications: Must pass physical examination with reference to eyesight, 
hearteg, and colors ; and pass lexamlnation on flagging rules. 

Schoolisg: Coaimon school 'Cfr equivalient. 

SXOJTAL EEPAI& JCAV SOIL 

BeMriptioa: A signal repair man is a sbep employee in a signal repair shop 
who repairs apparatus used in automatic block signaling and interlock- 
ing plants. 

Qualifications: Must be a competent machifie repair man and electrical 
trouble shooter; must have had considena>ble exjperienoe on signal con- 
struction and maintenance work. 

Schooling: Common school. 

8I0NAL SVFERVISOB SOB£E 

Description: The signal supervisor has charge of all signal apparatus on 

hfs division and all division signal employees report to him. 
Qualifications: A thorough kno\^edge of signal apparatus. A thorough 
familiarity with operating and maintenance of way rules and regula- 
tions, and ability to handle men ; experience in signal construction and 
maintenance. 
Schooling: Technical educal^n at <rollege or university. • 

SIGNAL WIREHAN SODA 

Description: Signal wireman does electric wiring, connects up motors, oper- 
ating signals, and switdi throwing apparatus in connection with the 
construction of automatic block Signals, electric Interlocking plants, etc. 

Qualifications: Must be a first'<;la-ss electitoil worker. 

flUTIOV AGENT SEED 

DeBcriytftoa: The station agenl: has charge of tbe railway records, property, 
and employees at his station ; attends to the sale of tickets ; receives, 
delivers, /and forwards freight and collects for same. 
' Qualifications: He must be posted as to requirements of tlie traffic, ac- 
counting, treasury and claim departments, and know how to deal with 
the public. He is usually promoted from telegrapher, cashier, or as- 
sistant agent 
Schooling: Common school or equivalent. 

flTAlDON ATTENDANT SHEEN 

Station attendants are gponped as follows: Qatenan; IVain ^caller or 

uiAia*; Pevter or red tjap; Boltettn board poster. 
Description: The •duties of the statkm attendants am to fittend ^ates, call 

trains, post bulletin bounds, aeslst passengens, or to d# any sfmllar kind 

of work connected with the conduct of tiui station. 
Qualifications: He must be neat in appeaxanee and conrteoas to aaimer* 

870e4— 18 9 
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Schooling: He should be able to read and write. 

Note. — A person employed under the code word for station attendant 
may be assigned to any one of the occupations listed above. 

• 

STATION MASTEB SHARP 

Description: The station master has charge of making up and dispatching 
locid passenger trains, receiving and dispaitching through trains, looking 
after the n^essary shifting of sqch trains, sees that crews are provided 
for all trains and that they are on hand promptly to take charge of same. 
Has general charge of all employees about the station and reports any 
neglected duty. 

The station master's assistant has the same qualifications as the station 
master and works when the station master is off duty or, in the larger 
stations, relieves the station master of part of his work. 

Qualifications: Ability to maintain station in proper condition and attend 

< courteously to wants of passengers. Physical examination, including 

sight, hearing, and colors. Must have worked in some capacity, such as 

assistant yard master or train employee, to gain the knowledge necessary 

in handling train mov^nents about the station. 

Schooling: tiommon school. 

STATION XASTEK, ASSISTANT. (See Station master.) . 

STOEEKEEPEB, ROAD BEPARTUENT DIVISION SLAT 

Description: A road department division storekeeper takes care of a stock 

of track supplies used on a division, issues supplies to foremen and others 

^. on requisitions, and makes report to the accountant of supplies issued, also 

approves bills for supplies received, and makes requisition for additional 

J material to keep up his stock. 

Qualifications: Should be familiar with road department material and its 

use. Should have been section foreman or in similar position. 
Schooling: Common school education. 

iEiVPERyiSING AOSNT SHEEP 

Description :r The supervising agent has general charge of passenger, bag- 
sage, fright, and-scale agents;, has .charge of tlie station, grounds, build- 
ings, and sidings within his jurisdiction ; and has the employment and 
supervision of the men engaged in this service. 
r. Qualifications: He should be abl^ to handle men and understand thor- 
. . oughly the work over which he is to have supervision. He should be a 
. - good judge of men and able to pick thie man qualified to do the work to 

which he is to be assigned. He' should have had actual experience in 
. the freight house and scale house and in the general conduct of affairs 
* > : about a railroad yard andjdepot. 

SUPERVISOR, BRIDGES AND BUILDINGS SLUSH 

Description: The supervisor of bridges and buildings is the officer in charge 

of maintenance and reconstruction of all buildings on his division. All 
v:, , carpenter and painter forces, pile driver ^engineers, etc., report to him. 
r .-, 'i Qiialifip9(tionii; ]^i»9t be able to handle men, be< familiar with operating and 

maintenance of waar -rules and regulations, be a -first-class carpenter, and 
i:  - > thoroughly fftmiUar. with method} of handling timber, steel, and masonry 
M^: % :nMs&^w%\(mji $*referftbly^ technipal training.; Should have been foreman 

of bridge and biAildfaag gang. : '. •\ ; . l ; 
/rr r 'Schoolings £5ommon school J . ; i. j , 
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SVPEBVI80B, TBACK SKAOK 

Besoription: A track supervisor has charge of the maintenance of track 
on from 40 to 100 miles of railroad. He is supposed to spend. practi- 
cally all of his time either with the various sections or extra gangs, 
or riding over the road inspecting the track and giving instructions to 
the section gangs with reference to the manner of carrying out their 
work. He should be present when any unusual or important work is 
undertaken, and should go immediately to the scene of any accident. 
He should make a check of the time-books, accident reports, etc., of the 
different section and extra gang foremen. The foremen of all track 
gangs employed in his district report to him. (On some roads this posi- 
. tion is called roadmaster.) 

QaaUfloatioiiB: Ability to handle men. Must know fully train rules and 
road department rules, be thoroughly posted in construction and mainte- 
nance of track, and have 3 to 5 years as section foreman. 
Schooling: Common school or equivalent. 

SITPEBVISOB, WATEB STATIONS SMEAB 

Description: The supervisor of water stations has charge of all water 
supply work on a division. The pumpers and pump repairmen report to 
him, and work under his direction. 

Qualifications:, Must be thoroughly familiar With all types of pumping en- 
gines, and know how to make repairs on same. Should be a fair car- 
penter and machinist, and be able to handle men. Should be a good 
pump repairer, with some experience as carpenter. 

Schooling: Oommon school. 

SWITCHXAK. (See Brakeman, yard.) 

SWITCH TEHDEB, YABD SHAVE 

Beicrlption: The switch tenders, yard, are employees other than those In 
towers controlling switches and signals, whose duty Is to operate yard 
switches for trains and engines using them. They keep the switches In 
good condition and free from obstruction. 

Qualifications: Good eyesight *and hearing. Required to pass examinations 
on eyesight, hearing, and color, together with physical examinations. 
. Position is fiElled by- incapacitated men from train service. 

Schooling: Equivalent to common school. 

TEIEGBAPHEB TBADE 

Description: The telegrapher receives and transmits messages, receives and 
delivers train orders, blocks trains, must keep a full set of signals and 
use the same as required by the rules. 

Qualifications: He inust be a skilled telegrapher, capable of receiving and 
sending not less than 25 words per minute. He must understand the use 
of the telephone and the rules prescribed by the railway for the opera- 
tion of both the, telegniph ^pd the telephone. He must know all the rules 
concerning train orders and ; operating trains in the yards and on the 
odain line. He must have good hearing and good color sight. 



AHD TELEGBAFH KAllflfTAIlVEB. (See Telephone and tele- 
graph repairman.) 
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I 

f ££0HONE AND TELEGRAPH BEFAIE MAN TOBK 

Bescriptloi^r The duties of the telephone and telegraph repairman ' are to 
keep all telephone and telegraph apparatus in a certain specified terri- 
tory In working order, making frequent inspections and all necessary 
repairs. 
dnaUfieatlOBs: He should be able to read wiring And electrical difa wings 
and specifications ; should have a thorough knowledge of the construction 
of telephone and telegraph instruments. He should know how to main- 
tain storage batteries and to install either dry cell or storage batteries. 
He must thoroughly understand all terminal box and cabl6 connections, 
heat colls, lightning arresters, cut-outs, and devices protecting against 
high tension currents. He must be able to test for short circuit and 
ground, and able to take out and replace any portion of the instrument 
or line distribution, protection or controlling device^ He should have 
served an equivalent to an ai^renticeship and had considerable experi- 
ence as a telephone repairman. 
Schooling: Common school; preferably trade school or technical high 
school. 

ZICXEX CXEBK THEICB 

Description: The duties of the ticket clerk are to sell tickets under the 
supervision of the passenger-ticket agent and to assist him in various 
clerical duties. 
Qualiflcations: The ticket clerk must understand all classes of transporta- 
tion, be familiar with the various train-schedule books, and be able to 
fill out all kinds of special and coupon tickets under the direction of the 
ticket agent He should be a good penman, neat in personal appearance, 
and courteous. 
Sohooling: Common school. 

TIGXST COLLECTOB. (See Train ticket collector.) 

TICKET EXAHIHEB THANK 

Description: The ticket examiner opens and closes gated for the passage of 
incoming and outgoing passengers, examines and punches tickets, and 
directs passengers to right trains. 

mttaliflcations: Neat in appearance and courteous in manner. Must have 

' had sufficient experience In handling tickets and other transportation 
equivalent to pass the examination required by the auditing department. 

Schooling: Common school. 

TdW^SSXAS, (See Leverman.) 

TBACK FOBEltAN, APFBEHTZCE TIABA 

Description: The apprentice foreman is an assistant to the section fore- 
man or extra gang foreman under whom' he is employed, and takes charge 
of the force, if it is necessary for the foreman to be absent for any 
reason, or takes charge of a part of ,the force. If it Is necessary to divide 
the force into two gangs, 
'tkualifioationt: Ability to handle men and knowledge of track work. 
Schooling: Common school or equivalent. 

a 

TBACK STTPEBVISOB. {See Snpervlsoc^ trao^.) 



TBJtCK WATCHXAH TJOMM 

Desoription: The track watchman walks the track, ioapectifig ties mid rail 

Joints for imperfections. It is also his duty to see that aUrtenf^es «re in 

repair and to close an private gates. He should be thoroughly familiar 
. with the construction of all frogs, switches, and rail cross^ga; familiar 

with all signal devices, also with methods of signaling 4xains» 
dtLalifications: Should have gopd health, t^e al^t, and thoroughly reljlfible. 

Sufficient experience as track laborer to understand his work thoroughly. 

TBAtir C ALLEB THAT 

Description: Employee In passenger depot whose duty it is to announce the 

departure of trains, 
toaiiflcations: Ability" to read and write and talk l^ngllsh. 

TBAn DIBECTOK T8AW 

Description: The, duties of train director are to receive orders from the 

train dispatcher for the movement of trains and transmit them to the 

train crews. 
Qualilications: Must be an expert telegrapher and telephone. Must hav# 

good eyesight, especially with reference to colors, and understand 

all the rules of the road for the movement and signaling of trains. 
Schooling: Common school or equivalent. 

TKAIEr DISPATCHES T&ICK 

Descriptlpn: The traiii dispatcher is a telegraph or telephone operator 
whose duty it Id to' direct the movement of all trains moving on a certain 
specified operating division of a railroad. It is his duty td transmit 
orders to the local telegraph operators, who, in turn, issue orders to the 
conductor for the movement of trains. The train dispatcher must know 
at all times the exact location and running schedule of each train on his 
division. 
Qualifications: Must; be an expert telegrapher and telephoner. Must ad- 
vance to the position as train dispatcher through experience gained as 
train dispatcher's clerk and chief di8patcher*^B clerk. 

TBAIH GATEHAK. {See Ticket examiner.) 

TBAIiniAN. {See Brakeman and ffagman, passenger train.) 

TBADr TIOX£T COZ.XECTOB THEFT 

Description: The train ticket collector assists the conductor in collection 
of fares, tickets, and other transportation authority. On heavy runs he 
collects all tickets while the conductor attends to proper handling of 
passengers and train, 
dnalifleations: Should have knowledge of different classes of transporta- 
tion and should know train rules. 
Schooling: Common school or equivalent. 

TBAKSPEB AQENT. {See Agent, transfer station.) 

WAITEB WABD 

Kindred Occupation: Waiter in hotels and restaurants. 

Description: The waiter takes orders for food from patrons of dining cars, 

removes dishes from the table, and sees that the table is properly 

arranged for such service. 
Qualifications: The waiter should be neat, careful, and courteous. 
Schooling: Ability to read and write 
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WA&XXtOlTSEHAN WAEB 

Kindred Oodupation: Storage warehouseman. 

Deseription : Warehousemen are engaged in storing freight in warehouses. 
They load freight from warehouse to cars and unload from cars to ware- 
house, stow freight in warehouse, and receive and deliver from shippers 
to consignees. 

Qualiiloatioas: Good health and strength. 

Sehooling: Common school. 

WATCHMAN WSAKY 

Kindred Oocupatlon: Watchman at industrial plants. 

Befoription: The watchman is appointed to watch or look after the rail- 
road company's property at a certain point 

Qnalillcatlons: This man is often a laborer or section man detailed for 
this duty. He is usually a retired or superannuated employee. 

Sehooling: Common school. 

WATCHXAH, ENGINE HOUSE. {See Helper, railway shop. J 

WATCHICAN, TKACX. (iSfee Track watchman.) 

WEIQHMASTEB OB WEIOHXAN WABN 

Seicription: It is the duty of the weighmaster to weigh and keep a record 

of car-load shipments passing over the scales at the point he is located. 

He must keep records on a standard blank form. 
Qualifications: Ability to weigh and keep detailed record of shipments 

passing over his scale. 
Schooling: Common school or equivalent. 

7ABD BEAKEHAN. (S^ee Braken^an, yard.) 

TABD EOBEXAN. (See Condnctor, yard.) 

TABDHA8TEB TACHT 

Kindred Occupation: Conductor, road, freight, and switch. 

Bescription: The yardmaster has immediate supervision over yard forces 
and yard operation. On some railroads he has also supervision over the 
calling of train crews and the train seniority list. 

Qualiflcations: Good color sight and hearing; the ability to stand exposure. 
He must be thoroughly familiar with the rules governing, and the dirties 
of employees connected with, train service; must know the reports and 
records necessary in the discharge of his duties, see that cars are not 
unnecessarily delayed in passing through his yard, and see that waybills 
are received for cars arriving and delivered to conductors for cars depart- 
ing. Must be familiar with book of rules and see that all orders are prop- 
erly given and executed. 

Schooling: Equivalent to common school. 

TABDUASTEB'S ASSISTANT * TAK 

Kindred Occupation: Conductor, freight train and yard. 
Bescription: Yardmaster's assistants are employees other than yard clerks 
who assist the yardmaster in the performance of his duties. 



BAILBOAD TBAK6P0BTA1I0K 



115 



Qualllloatioai: He mtist be thorooghly familiar with the rules govemlnSt 
and the duties of, employees comnected with the train aervioe; know tht 
reports and records necessary in the discharge of his dntie^i see fhat 
cars are not unnecessarily delayed in passing through his yard, and see 
that waybills are received for cars arriving and delivered to conductors 
for cars departing. 

Schooling: Equivalent to common school. 



SHIPBUILDING OCCUPATION GROUP 

r 

ABCHITECT, KASINE ACUTE 

Kindred Occupations: Marine designer; Marine engineer; Mechanical en- 
gineer; Naval architect. 

Description: The marine architect's duties consist of planning and design- 
ing the hull and details of steamships and ships In general and super- 
vising the construction of water crafts. 

dnalifications: The marine architect must be a thoroughly experienced 
marine architectural engineer specialist in design, construction, and 
repair of steel or wooden ships and barges. He must have a thorough 
knowledge of the laws of water pressure, strength of materials, and 
design of structural steel frames, columns, arches, and roof structures, 
especially as related to hulls and design and treatment of ship in- 
teriors. 

He must be familiar with design. Installation of power, heating, venti- 
lating, refrigerating, plumbing and lighting systems as ^applied to marine 
service, and capable of the complete layout of a ship's interior, or tearing 
down and reconstructing interiors for special purposes. 

He must be capable of preparing all specifications and contracts, 
supervising the purchase and inspection of all materials, and be able to 
act in an advisory and consulting capacity in all matters pertaining to 
ship hull construction. 

He should have had similar experience In connection with a large ship- 
building plant, or operating steamship company. 

BITUHASTIC APPLIEB BILL 

Description: The bltumastlc applier lays composition material on the inner 
bottoms of tanks and waterways, in pockets and curves about brackets 
and frames, in joints between plates and foundations for tiles, and on 
decks and floors. 
Qnalifications: The bitumastic applier must be able to mix composition 
material for work to be done and use a trowel and other cement form- 
ing tools. 



BOAT BUILDEE, STEEL BIND 

Description: The steel boat builder in a shipyard constructs, fits up, and 

repairs all kinds of small steel boats, pontoons, and floats. 
Qnalilications: The steel boat builder must be a skilled sheet metal worker, 
capable of working all gauges of steel up to and including 10 gauge. 
He must be able to work from drawings and templates. In addition 
he must have a full knowledge of all steel boat builder's tools; be able 
to solder with soldering copper or blow torch ; must be able to set forms, 
bend frames, lay decks, and line up a boat. He should have served an 
equivalent of an apprenticeship under a journeyman or steel boat builder. 
Schooling: Common school. 
116 
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30AT BinLDZB, WOOD BEVEL 

Kindred Ooeupatioas: Boat carpenter; Oanoe builder; Joiner;. Pattern 
maker. # 

Beioription: The duties of the wood Ixmt builder are the bulidiiig and 
repair of small wooden boats^ floats, pontoons, and motor boats. 

^kualifications: He should be experienced in the details of construction of 
all classes of flush and clinker built or canvas covered pleasure or life 
boats or canoes, small yachts or cruising bo^ts of all sorts. He must be 
capable of building or repairing pontoons or wooden floats. He should 
be skilled in the use of carpenter's, boat builder's, and joiner's tools, and 
familiar with all kinds of wood used in boat building, and be an expert 
gluer and a capable, accurate worker. 

Schooling: Common school; preferably high school. 

30L1*BB TET BIBCH 

Beseription: The bolter up works in conjunction with the plate hanger, 

regulator or ship fitter, placing and drawing up bolts in ship plates and 

frame work, in advance of reamers and riveters, 
dnalificatlons: The bolter up must be familiar with working about 

scaffolds and stagings, and capable of using wrenches, mauls, and drift 

pins. 

'CALXEB, WOOD CHIBF 

Besoription: The duties of the wood calker are to fill in the seams In 
the planking in the hull, with cotton, oakum, rosin, white lead, putty or 
pitch, as circumstances require, to make them water-tight. A wood 
calker may also calk wooden decks. 

Mallfieatlons: The wood calker should thoroughly understand calking 
tools and the process of calking, so as to make the seams perfectly 
water-tight. 

<3AHVAS WOEXEB CHI¥E 

Kindred Occupations: Awning maker; Canvas sewing machine operator; 
Canvas working machine operator ; Sail maker. 

Description: The duties of the canvas worker are the laying out, cutting, 
and sewing of canvas and duck. 

dualiflcations : He must be thoroughly experienced in canvas work and 
skilled In the operations involved in the manufacture of articles of can- 
vas or duck, such as tents, awnings, bags, and sacks. He must be able to 
lay out from drawings or samples, and cut, sew, or skillfully perform 
operations involved in the process or manufacture of such articles. 

Schooling: Common school. 

CAEPENTEE, SHIP, POEEMAN, OE SHIPWEIGHT CHIH 

Kindred Oconpations: Boat builder; Skilled general carpenter; Timber 

carpenter. 
Description: The duties of the foreman ship carpenter are to supervise the 
building of wooden ships, large pontoons, barges, and other classes of 
floating craft. In steel ship work he supervises all necessary wood con- 
struction except the interior flnishlng, which is done by the ship joiner. 
Qnaliflcations: He must be a skilled all-round ship carpenter, experienced 
in building barges, pontoons, and wooden ships, Including all such work 
as lajing out, framing, stage building, fastening, planking, calking. 
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hewing, deck laying, etc. He must be experienced in building lanodi- 
Ing ways, lannching cradles, and in the actual launching of wood and 
steel ships. 
SohooliiLf: Common school; pivferably high school. 

CABPXHTX&, SHIP, GEKSEAL CKXVA 

Desoriptioa: The general ship carpenter on wooden ships does the usual 
kind , of s^p .carpevfiT* « such as, planking, .beyeling, 4uji>bing, /sK^rfing, 
squaring, strapping, and spar making. On steel ship work he erects 
staging, lays wooden decks, builds launching ways and launching cradles, 
and assists in launching. 

Qualliications: He must be thoroughly skilled in the use of the ordinary 
carpenter's tools and in addition have special training with the adz, 
broadax, and other special ship tools. He should be able to work to 
drawings and understand framing and sheathing work and should be 
capable of doing rapid, rough work, both by hand and with the ordinary 
wood-working machines. 

Sohooling: Common school. 

OXXXVTE&. (See Bitnmastio applier.) 

CHIPPER AKB CALKEB, KACHOTE CHOU 

Kindred Occupation: Structural steel chipper. 

Description: The machine chipper iand calker cuts, chips, splits, files, and 
calks angles and seams on steel plate work to make joints water-^tiJSht; 

Qualifications: The machine chipper and calker must thoroughly under- 
stand the use of the pneumatic hammer and necessary tools for chip- 
ping and calking. He should be able to work on scaffolding and In 
all sorts of difficult places. He should have done similar work in ship- 
yard or boiler shop. 

SSTELOPEE. (£fee Loftsman.) 

dehleb and keaxeb, pobtaele, oiteside bavce 

Description: The duties of the operator of the portable drill in outside 
work in the shipyards are to drill, ream, countersink, and tap small holes, 
and to do cutter-bar work for the inserting of patch bolts. 

dualifications: The portable-^riU operator must be able to operate and 
adjust all kinds of electrical or other types of portable power-driven 
drills, breast drills, or ratchet drills. Must be able to fix all brackets and 
clamps for the supporting of the drill, and be able to adjust and sharpen 
cutters. 

ELECTBICIAK, CHIEF SHIP EQO 

Kindred Occupations: Electrician; Interior wlreman; Power-plant elec- 
trician. 

Description: The duties of the chief ship electrician are the installation 
and operation of electrical equipment of all kinds on large ships. 

Qualifications: He must be a thoroughly experienced ship electrician, 
capable of installing according to drawings the complete electrical-wiring 
systems used in ship construction for lighting, auxiliary, power, tele- 
phone, bells, annunciators, and all signaling devices. He must be thor- 
oughly skilled in water-tight conduit work and the use of various types 
of marine conduits, outlets, switches, and wiring devices of all kinds. 
He must have a knowledge of the care and operation of generators. 
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motors, searchlights, storage batteries, and other auxiliary apparatus. 
Must be capable of locating and repairing all kinds of wiring defects and 
of making minor repairs on various types of ship electrical appliances, 
such as motors, searchlights, cooking ranges, ovens, fans, and irons. He 
should have a knowledge of the construction of wireless systems and 
have had similar experience on an^ large passenger, freight, or war ship. 

ZVOIKEEB, HAB^TE ZGtJBLXT 

Kindred Ooenpations : Mechanical engineer; Naval architect. 

Besoription : The duties of the marine engineer are to supervise and design 
construction and installation of all mechanical elements of ships, marine 
equipment, and docks. 

Qnalifloationi: He must be a technical engineer with thorough theoretical 
knowledge and broad practical experience in planning and design, con- 
struction and installation of the complete power and machinery equip- 
ment, including main engines, condensers, pumps, electrical equipment, 
boilers, piping systems, and steering gear of river, lake, or ocean- 
going ships, tugs, and special. craft, such as oil tankers, floating derricks, 
and large dredges. He must also be thoroughly familiar with the 
mechanical equipment of floating lock gates and pumping plants for 
emptying dry docks. He should be familiar with dock and cargo-handling 
apparatus, such as winches, hoists, and conveyers. He should have a 
knowledge of fabricating and handling machinery used iip ship con- 
struction and have some knowlefdge of hull design and construction, with 
relation to Installation of a ship power plant and operating machinery. 

Schooling: He should be a graduate of a technical school. 

EEEGTOB LEADEB EHBEB 

Description: The duties of the erector leader are to look after the receipt 
of fabricated material and the placement In position In the hull. The 
erector leader is stationed on the ship and assists all hull assemblers In 
the placing of the ship plate and frames. 

Qnalifications: He must be capable of handling plates, channels, beams, and 
structural material of all sorts used In the make-up > of the hull, and 
familiar with bending, locating drifting holes, and bolting up, leaving 
the work ready for the riveters. He must also understand all marks 
and symbols used to designate the location of parts. 

70IHEB, SHIP JADE 

Description: The ship joiner does the Interior finishing on the ship, in- 
cluding cabin and stateroom work, stair building, etc. He also builds 
and assembles furniture, sideboards, bookcases, and deck houses. 

Qnalifioations: The ship joiner must be able to read drawings, to do all 
kln4s of cabinetmaking and joinery, to operate woodworking machinery, 
and be familiar with the peculiarities of ship construction, such as the 
use of the bevel and bevel board. 

Schooling: Common school. 

LEAD BUBNEB LASS 

Description: The duties of the lead burner consist of connecting storage 
battery terminals and leads, making lead lined tanks and construction 
or repair of lead chemical apparatus. 
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. dualiiieatipnfi: The lead burner must be a thoroughly ezperl^enced and skilled 
lead burnei:, familiar with all classes of lead-burning work, especially 
battery terminals and connections for stationary, and portable storage 
batteries, lead or lined chemical tanks, retortSi and apparatus^ He should 
have had such ez];)erience in a storage battery manufacturing plant or 
chemical works. » 

UKSa HAN r, I.A880 

Description: The duties of the liner man are to measure up for and make 

wood templates for metal liners and to square and put liners into place 

after beqding or tapering. 
Qualifications: He must be capable of working on scaffolding and able to 

do climbing. He should know how to use the ordinary hand carpentry 

tools and be able to fit and bolt up liners. 

LINESKAN. {See Loftsman.) 

LOPTSMAN, LDTESltAN, DEYELOPEK LAST 

Bescrlption: A loftsman is a man who lays out the lines of the ship full 
size on the floor or scrive board from tables and drawings furnished by 
the drawing office, and develops and makes full-size wooden or paper tem- 
plates for the different parts of the ship. A linesman is an expert lofts- 
man. A developer is a loftsman particularly skilled in work requiring 
development of curved plates. 
Qualifications: He must know geometric construction and developments 
thoroughly. He must be thoroughly familiar with hand carpentry tools 
and with the ordinary machine tools, such as Crosscut, rip, and cutoff 
saws, planers, Jointers, and band saws. 
Schooling: High school or equivalent 

KAEINE ENGINE AND AVZILIABY DEAFTSHAN HANO& 

Description: The duties of the marine engine and auxiliary draftsman 
are to prepare assembly and detail drawings of marine engines and 
auxiliary equipment. 
Qualifications: He must be a thoroughly experienced mechanical drafts- 
man, with special knowledge of general design and details of marine 
engines, either single, compound, or triple expansion, steam turbines, 
boilers, pumps, condensers and feed water heaters, piping, and aux- 
iliary apparatus. He must be familiar with the layout of foundations 
and supports of power and operating equipment in ships of different 
types. Must be thoroughly familiar with materials of construction, able 
to calculate and proportion dimensions of parts, capable of making sec- 
tional drawings of any part or parts of the main power or auxiliary 
apparatus. Must be capable of turning out complete finished drawings 
in connection with any part of the mechanical equipment of a ship. 
Schooling: Preferably high school or technical graduate. 

NAVAL AECHITECT. (See Architect, marine.) 

PACKER POET 

Description: The duties of the packer are to introduce paper, canvas, or 
other substances to act as stopwaters between metal surfaces. 

Qualifications: He must be experienced in the use of the hammer, lap 
wedge, and ramming wedge. 
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BLATE HANaEB POACH 

Bescrlptloii: The duties of the plate hanger are to put ship plates into place 
under the direction of the erector leader and make it ready for the 
bolter-up. 

Qualiiloations: He must be able to work on scaffolding and staging and 
must be capable of using mauls, wrenches, and drift pins. 

PLATE-SHED OK SHIP-SHED FOREMAN PEA& 

Description: The duties of the ship-shed foreman are to supervise the 
handling, laying out, and fabricating of all the plates and structural- 
steel parts of the ship, including both hand and machine work. 

Qualifications: A ship-shed foreman must be familiar, with all the opera- 
tions required in fabricating structural steel, such as bending, punching, 
shearing, drilling, etc.; must understand proper methods of laying out 
for ship work, and be capable of handling large numbers of men dis- 
tributed in the various gangs throughout the shop. 

Schooling: Common school; preferably high school. 

PLtnCBEB, HAKINE PEACH 

Kindred Occupations: Pipe fitter, journeyman; Plumber, journeyman; 
Steam fitter, marine. 

Description: The duties of the marine plumber are the installation and 
repair of all kinds of plumbing equipment and fixtures on board ship. . 

Qualifications: He must be a practical plumber, experienced in installing 
all kinds of sanitary plumbing appliances, such as toilets, sinks, drains, 
and waste pipes. He must have a thorough Imowledge of all kinds of 
pipe fittings. Must be able to work from drawings or templates and be 
able to make his own templates. The. marine plumber must be especially 
skilled in bending all sizes of pipe, and tn handling large sizes of lead 
pipe. He should have not less than an equivalent to an apprenticeship 
under a journeyman plumber. 

Schooling: Not less than common school; preferably trade school or tech- 
nical high school. 

BIGGER, SHIP RACER 

Description: The ship rigger's duties consist of the installing of all tackle 
and the fitting of wire and manila cable used on board ship ; alsa miinu-. 
facturing and installing shrouds, stays, lifts, braces,, and life lines and 
other riggjing fitted to masts, spars» and booms. 

QnalifioatiMu: The ship rigger ^lust be^ able to work ta drawings and 
specifications furnished by tbe draitsman ; must be able to lay out and 
cut material. He should be able to. sew canvas either by hand or on 
naQhine. He should be able to splice iaanUa rope and wire cable and 
do all. work necessary completely to rig the ship. He should have served 
in a ship rigging crew long enough to be thoroughly familiar with the 
requjf ed woirk. 

SclMfling; OoDsuDOQ school. 

SAILSCAKER 8BH8S 

Kindred Occupations: Canvas worker; Tailor; Tentmaker. 
Description: The duties of the sailmaker are to lay out and make com- 
plete sails for any kind of water craft. 
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Qualiiloatlons: He must be a thoroughly experienced sailmaker, capj^ble 
of measuring for or laying out to di*awing8 all types of sails, and skilled 
in sewing by hand or machine, binding and attaching all necessary reefs, 
rings, and ropes required for the rigging of a sail on a ship. He must be 
familiar with all grades and weights of canvas and duck, capable of 
patching and repairing sails of all kinds and have a general knowledge of 
ship rigging. He must have had similar practical experience as a sail- 
maker or canvas worker. 

SHIP AND BOAT DRAPTSHAK— HULL DRAFTSMAN SECT 

Description: The ship and boat draftsman must, do ship drafting in con- 
nection with the design and construction of hulls for large boats or ships. 
QualiilcatioxLs: He must be an exx)erienced draftsman with a thorough 
knowledge of the various types of ships, including the principal dimen- 
sions, lines, beam members, and structural details, and be capable of 
making all drawings, such as horizontal and longitudinal cross sections, 
deck plans, transverse, bulkhead, rigging details, cargo boom and fittings, 
water-tight doors, stem, stern frame and rudder arrangements and de- 
tails, and air ports. He must have had experience in the employ of ship- 
building designers, contractors, or marine architects, and should have 
done considerable hull drafting. 
SohooUng: Preferably a technical graduate. 

SHIP TITTER SERF 

Description: The ship fitter follows the plate and frame erectors and makes 
templates and layouts for special forms and shapes that must be made 
directly from the ship. 

Qualifications: He must be able to work to drawings, make wooden, tem- 
plates, and make or direct the shaping and fitting of the special parts 
for which he has made the liiyout. He should be familiar with the ordi- 
nary hand carpentry tools, be able to run ordinary woodworking ma- 
chinery, such as crosscut, rip, and cut-off saws, planers. Joiners, and 
band saws. He must be thoroughly familiar with developments and lay- 
outs. He should have had sufficient experience in a ship-fitter*s crew so 
that he can ' do • independently ordinary ship-fitter's work. 

Schooling: Common school. 

8TSAX FITTER, KARINE &ELL 

Kindred Otonpatloni : Pipe fitter,, marine ; . Plumber, marine. 

Description: The duties of the marine steam fitter are to install any or 
all portions of a steam pipe system, including pump connections, boiler 
connections, oil, air, and radiator connections, working under the direc- 
tion of a superintendent or foreman. ' 

aaalifloationi: He should be able to work from drawings or templatjes, and 
sl^ould be able to make his own templates. He should have a thorough 
mastery of all conunon steam fitting tools and be able to calculate and 
cut all lengths of pipe and order all materials. He must understand the 
setting and placing of all steam valves. The murine steam fitter must 
be especially skilled in bending all sizes of pipe. He should have had 
experience equivalent to an apprenticeship under a Journeyman marine 
steam fitter. 

Schooling: Not less than common school; preferably trade school or tech- 
nical high school. 
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TiMTK TX8TSB TSHB 

Seseription: The duties of the tank tester are to test and make taxiks tight 
nnder water or oil pressure. 

Clualiiloatioiis: He should be able to calk, chip, drill, tap, and insert pack- 
ing to make seams water-tight. 



TXXPLATE HAKEB TOWSL 

Deioription: The template maker is a man working in a large shipbuilding 

loft who nmkes' templates tor the lof tsman, linesman, or ship fitter. 
Qualifications: He must be skilled in the use of the ordinary hand carpentry 
tools and in the ordinary power woodworking machinery, such as cross- 
cut, rip, and cut-off saws, planers, Joiners, and band saws. 
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